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OPTIONAL FORM NO. lO 

JULY 1073 EDITION 

GSA FPMR (41 CFR) 101-11.6 


UNITED STATES GOVERNMENT 


ALL INFORMATION CQHT AIMED 

HEREIN IS UNCLASSIFIED 

DATE 10-07-2011 BY 60324 uc baw/sab/cls 


Memorandum 


' J^'sioc. Dir. 

Dep. AD Adn. 

Dep. AD Inv. 

Asst. Dir.: 

A dm. Serv. 

Com. Inv. 


TO 


: Mr. Ba' 



FROM : J. P. Flsjftn 


date: 5/12/77 


Fin. & Pers. - 

Ident. 

Intel I 


c 

subject: BUPLANS 


6 









57 riss , 


/ 


7- -w > *i ^ - / ct. 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Spec. Inv. 

Tech. Servs. 

Training 


Public Affs. Off- 

Telephone Rm. 

Director’s Sec*y_ 


PURPOSE : To discuss changes in BUPLANS in light of current 

circumstances and recommend changes. 


DETAILS : The Alexandria Field Office has suggested that the 

wording of Part II, Section 5, I. A. 4 of the Defense Plans 
Manual regarding "Arrangements for Transportation of Records 


n 


r* 




and Equipment" is not realistic in light of current circumstances. 
This section reads that discreet arrangements are to be made 
with trucking companies to transport records and equipment 
to a relocation site during an emergency. 


The BUPLANS Desk referred this matter to the Adminis- 
trative Services Division as within our purview. 


It is unrealistic to assume that effective cooperation 
could be expected from commercial trucking companies regardless 
of what prior arrangements had been made or promised. A more 
effective and realistic arrangement would be to depend on 
our own automotive equipment and possible privately gowned 
vehicles of Bureau employees. 


RECOMMENDATION : That the BUPLANS Desk revise the Defense 


Plans Manual, Part II, Section 5, I. A. 4 to read: * 

ARRANGEMENTS FOR TRANSPORTATION OF RECORDS AND EQUIPMENT 



Plans for transportation of equipment and records 
to the relocation site should be made utilizing Bureau owned 
vehicles and employee personally owned vehicles as appropriate, 

v. Legs 


APPROVED! 


AUra. Serv,. 
Grim. Inv.. 


??.! uOl'ilu 


Director. 


Fin. & Pers.. 


Assoc. Dir.. 


Dep. AD Adm 
Dep. AD Inv.. 


InfeiLZ kPhL. 


Plan. & laop*. 
PiSo, Mgrst. — 
Snes. Inv. 


Ter/i. Ser ; /St_ 



Wa • -? v. O 


REC-70 

(Intelligence Division) 


1 _ Laboratory.-! Traiaiag_^ — y-J/ \J 

Jp- p 3 ** 
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Director, Federal Preparedness Agency 
General Services Administration 


NOTE: 


In the event of a national emergency requiring 
relocation of Government o perations . the above personnel 

are designated to relocate I . . ■ I 

I I A special pass issued |is 

necessary to gain admittance to this facility. A combined 


1 The 'FRT has h een~ | 

1 fpa i s replacing the 


with the 


memorandum of Bernard T. Gallagher, 
Director, Haatam virm'nia Onpr^-t-inns office^ coated 2/11/77. 


captioned i 

will not be valid after 7/1/77. 


Mr. Lavery, special operations 
Officer, FPA, advised 5/6/ 77, to submit pictures only for 


personnel who now have the 
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Director 
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Dir, 


Date : 
To : 


June 9, 


1977 


ALL INFORMATION CONTAINED 

HERE IIJ 15 TJHCLASSIFIEI) ' 

DATE 10-O7-2011 BY 60324 uc baw/sato/clSj 

BY LIAISON 


From; 
Subject ; 


Director, Federal Preparedness Agency 
General Services Administration 

18th and F Streets, Northwest 

Washington , D. C. eeDERAS GOVERN^ 1 

Attention; Director, Western Virginia 
Operations Office 
FPA/GSA 

Room 4209, GS Building 
Clarence M. Kelley, Director 
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FBI CADRE PERSONNEL 


fa - 


Please delete the following names from list of 
cadre personnel of th is Bureau; Messrs. Louis J. Brune. J 
Karl V. Hether ineton . I 


liave been 


returned to Federal Preparedness Agency (FPA) Special Opera- 
tions Officer. 


Enclosed for Special Operations Officer are three 
photographs and completed GSA Forms 9 033 and 9038, each accom- f f 
panied by completed GSA Form 3292 fo r I [ fa . 

" ^replaces Mr. Louis J. far 


Brune. Jr., as Defense Plans Coordinator for t his Bureau, /■' 

]as the alternate 


Def ense Plans Coordinator , and no replacement has b een named 
for 


They sh ould be carried as 


The above individuals have 

"Top Secret" clear ance based on an FBI background in ve*a*fei«f 5 


tion. The date of 


clearance is 7/1/57 . 


clearance is 2/1/ 





Dep. AD Adm. 

Dep. AD Inv 

A ss t. Dir.: 2 - 

Adm. Serv. 

Crim. Inv. 

Fin. & Pers. 

I dent. __ 

Intel! 


Also enclosed for FPA/EGG is completed quest-fc»*tf*ai re 
concerning Directory of Federal Department and Agency Emergency 
Coordinators/Al ternates and IEPC Members/Obser vers with GSA 
Form 3292-A for | I 

It is requested that Ruscard badges for FPA Special 
-Facility be issued to them. 




Executive Director, FPA/'GSA" - Enclosures 
•'Attn; Special OpeA&t i$nsS(3fi|^p^ K 
* Room 4235, Q5 Builaing P 


2 - FPA/EGG - Enclosures 



Lnhnrntnry # 

Legal c 0 „n._NOTE; The term | x s used 

plan. & ins P ._p| ans Coordinators and their alternates who 
I?** i t s Emergency Operations Center, but are not 

Tod,, sorvs relocate to that x£ite. fa 

Training Aa ,J( 

Public Affs. off.^DIM: cd j * (8)/ /' .j v . Director. 

Telephone Rm. ' |- f ' ASSOC. Dlf. 


Director’s Socjy 




v 66- 


^ROOM 

17381 ^ 



APPROVED! 


.TELETYPE UNIT □ 
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Dep, AD Adm.. 
Dep, AD Inv._ 



by FPA for D&tense 
require access to 
designated to 
Adm, Serv. 

Crim. Inv,-. „ 

Fin, & Pcrs,.£L 
Idsnt 
Intel! 

Laboratory. 

Public Affs. Off, 



Date : 
To : 


Prom: 

Subjects 

to you: 



ALL INFORMATION CONTAINED 
HEREIN 15 UNCLASSIFIED 

DATE 10-07-2011 BY 60324 uc banr/sab/cls,. 


BY LIAISON 


July 12, 1977 

Executive Director , FPA/GSA 
Room 4209, GS Building 
18th and F Streets, Northwest 
Washington, D. C. 


Attention: Special Operations Officer 

Clarence M. Kelley, Director 

/-/< 3^. 
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FBI CADRE PERSONNEL 

* <, - C rn e * 

T HS~T:'0 1 1 owi ng green picture badges are being returned 


<L . 




UU8-UU6 

008-007 

008-008 

008-009 

008-011 

008-012 

008-014 

008-015 

008-016 

008-018 

008-019 

008-020 

008-024 

008-027 


- Eugene C . Peterson 

- Clarence M. Kelley 

- Richard G. Held 

- I ~~i 

- Bell P. Herndon 


James C. Farrington 
William 0. Cregar 


If 



j-3 

irr 


James O. Ingram! 

Herbert L. iiqnahan, Jr. 


7 


7 






Mr. Homer A. Boynton, Jr., advises he has been unable 

to locate despite a thorough 

search of his office and residence. He is continuing his. efforts 
to locate the badge and when it is found, it w ill be re-f~nrn-p»d 
to you. ' 
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TELETYPE UNIT □ 



FBI/ DOJ 
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TO 


FROM 


OPTIONAL. FO^M NO. 10 
JUCr *973 EDITION 
GSA F*PMR l*{ CFR) 101-11.6 

UNITED STATES GOVERNMENT 

Memorandum 

: Mr . Cochran M '/% 

X 

•>-A. C. Frank 


subjecT:^jj PLANS EVALUATION^ 



DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOHAT I C DECLASSIFICATION GUIDE 
DATE 10-G7-ZCI1 


date: 8/3/77 


rlon. & Insp. 

f dots TSL y 4^/5^^*v/^ Train|n g — 


1 


Assoc. Dir. 

Dep. AD Adn. 

Dep. AD Inv. 

Asst Dir.: 

A dm. Sorv. 

Crim. Inv. 

Fin. & Pars. 

1 dent. 

Intel I 

Laboratory 

Legal Court. 

Plan. & Insp. 
Rec. Mgnt. 

Spec. Inv. _ 

^^Tech. Servs. 

.^^Trainlng _ 

Public Affs. Off._ 

Telephone Rm. 

Director's Sec'y- 


/ ^EMER GENCY OP ERATING FACILITY- (.EOF) 

{ S 

PURPOSE : To outline Hthe findings of a special advisory committee 

which has performed a comprehensive on-site evaluation of the 
Bureau’s EOF. 


SYNOPSIS : As outlined in my memo to you 6/6/77, ^he Federal 

Preparedness Agency (FPA) was requested to assemble a team of 
specialists to evaluate our EOF. Subsequently,-, an advisory 
committee was established and three specific on-site surveys were 
performed. Our Emergency Coordination Team was Involved in all of 
the surveys and has developed the attached report outlining findings, 
determinations, and recommendations of the committee. 


The thrust of these findings are that jLib is totally 
infeasible to establish an EOF with 100 percent probability of 
survival in a Nuclear attack. Further, the best that can be done 
is to make certain assumptions based on known probabilities and 
provide a reasonable degree of protection, consistent with the 
national posture, on that basis. 


b7E 


I There are other deficiencies as outlined 
in this report which are not as crucial as emergency power but which 
are essential to an effective EOF. These are comprehensively 
identified in the report with recommendations rejLatiye to correcting 
these deficiencies. r *‘ c, 


o 


Funds have been previously allocated to correct the 
emergency power situation and an cc §xerted effort is being made to 
derive a reasonable and immediate solution to this problem. JJo 


Enclosures 
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1 - Mr. DeBruler 

1 - Mr. Long, Attn: Mr. Groover 

2 - Mr. Meinqke, Attn: 1 - Mr. Campbell CWSlfetUwS 

1 - Mr. Salisbury Exempt from^gfga^oiyj 

1^, Mr. Campbell. 

IEM: jw 1 V'/C8) K^^rCONTINUED - OVER 

; f c/.ll- <077 17 AUG 23 1977 
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Memorandum to Mr. Cochran. 
Re : Buplans Evaluation! 


Emergency Operating Facility (EOF) 


other funds have been allocated for emergency planning and EOF 
enhancements; therefore, it will be necessary to develop a financial 
plan in coordination with the Finance and Personnel Division and 
thereafter implement a systematic program to develop the EOF to its 
ultimate potential. 

RECOMMENDATIONS : 

. Ls That the Bureau approve the attached on-site evaluation 

of the | | as the Bureau’s 

policy relative to the operation and enhancement of the EOF. 



APPROVED! 


ftssdc. Dir. — sc. 

tap. AD 

AB rtVjvr-fifriTft 


triw. mv, 
Fife 6 Periv: 
ideni 
Intel!, 


Legal Cfiuti,. 


. . f Flan, 6 Wsp 
Hcc, Hgrtt. 

/ Sr.ao. 





2. That the Budget- and Accounting Section assist the 
Buplans staff in determining an appropriate time frame and financial 
plan relative to implementation of attached report and that a budget 
be developed for future contingencies relative to emergency planning. 

APPROVED! Atfm, Scrv. Legal Goun. 



Director. 

Assoc. Dir. 

Dep, AD hti& Zfa 
&*jr< 


Grim. Inv. r 

Fin. & Pzrs Mim 

Went. _ 

Intel!, 


Fjn, 

/Wei 




Plan, & Insp, 
Rec. Mgnl 
Spec, Inv, 
Tscb* Servs, 



Training. 
•PuMic -Atfs. 


DETAILS: As outlined in my memo to v qu 6/6/77, 

Survey ~of E mergency Operations Center 


captioned "Bupla ns - 


] 


copy attached, the Federal Preparedness Agency (FPA) was 

requested to arrange for a team of specialists to conduct a survey 


An advisory committee was subsequently established and 
broken down into three groups to perform separate on-site surveys 
during the month of June. The FBI Emergency Coordination Team,' 
which consists of th e Buplans Coordinator, Alternate Buplans 
Coordinator, and the | | was involved in 

each of the surveys and developed the attached report which outlines 
the findings, determinations, and recommendations of the committee. 



* b7E 
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Memorandum to Mr. Cochr an 
Re : Buplans Evaluation 

Emergency Operating Facility (EOF) 


It is readily apparent that emergency operating facilities, 
by their nature and due to the many unknown and diverse effects of 
nuclear attack, are at best a gamble based on oversimplified assump- 
tions. The concept of complete protection during nuclearpreattack, 
transattack and postattack is a myth and any attempts to develop such 
a capability would be unbelievably expensive and would probably 
result in an elaborate tomb. An example which tends to substantiate 
this conclusion is the recent development of the Neutron Bomb, 
the effects of which are a total mystery to the experts within the 
Defense Civil Preparedness Agency (DCPA) and FPA who are responsible 
to develop programs to protect against such eventualities. 
Realistically, it will be many years before the effects of this 
weapons system are identified and protection techniques developed. 
Additionally, electromagnetic pulse (EMP) is a phenomena which 
results from nuclear blasts. EMP induces high power surges into 
electrical and communications lines and equipment with devastating 
effects. This phenomena has been known for many years but to date 
no firm conclusions have been reached relative to anticipating 
the intensity or providing protection to all EOF locations. These 
and other similar examples indicate that it is altogether feasible 
to develop an ideal EOF, based on current knowledge, and still 
be rendered inoperable due to unanticipated effects. Therefore, 
emergency planners are faced with making certain basic assumptions, 
providing relative protection based on these assumptions, and 
accepting the probability that some or all of these assumptions may 
be totally wrong. 


It is obvious that the[ 


has never been a 


viable entity, ev en though planned prior to the construction of the 

l and that certain basic enhancements are necessary 
to provide any degree of survivability. On this basis, it is felt 
that the attached report should be adopted as the Bureau’s policy 
relative to making the EOF operational and retaining a posture 
comparable to the rest of the Category A Federal Agencies. This 
will require the development of a comprehensive plan and budget for 
the EOF. 


Funds were allocated in the FY 75 budget to make the 


emergency power (generator) facilities! | operational and 
the Buplans staff has recently met with GSA and insisted that they 
expedite their latest engineering survey relative to accomplishing 
this. No other funds have been allocated specifically for the EOF 



•A 


C 


♦ 



Memorandum to Mr. Cochran b7E 

Re : Buplans Evaluation^ 

Emergency Operating E&dility (.EOF) 


or emergency planning in general. Therefore, it will be necessary 
for the Buplans staff to meet with the Budget and Accounting 
Section of the Finance and Personnel Division to determine a feasible 
time frame and financial plan relative to implementing the attached 
report and future emergency planning functions. 


DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-07-2011 



Mr. Cochran 6/6/77 

A. C. F.rank 


BUPLANS - 



CENTER (EOC) 


b7E 


PURPOSE ? To outline the need for an In-depth survey of the FBI’s 
EOC and the establishment of an Advisory Committee composed of 
personnel from General Services Administration/Federal Preparedness 
Agency (GSA/FPA), Defense Civil Preparedness Agency (DCPA) , Defense 
Communications Agency (DCA) , 'Department of Sustice (DOS), and the 
Federal Bureau of Investigation (FBI). 

DETAILS : . Over the past ^several months the Buplans Desk has reviewe 
the survivability and operational potential of the I 
EOC. This has involved review of previous FPA and DCPA annual 
surveys of the site, other associated background, and a physical 
survey. These surveys cover the time period from prior to con- 
struction of the current facility through May 1976. Many inconsis- 
tencies have been noted, particularly in the area of structural 
survivability and operational potential. Coincidental with this 
review, Thompson S. Crockett, Acting Director, Security Programs 
Staff, DOS , who is responsible for DOS Emergency Operations, also 
expressed concern as to the sui tabi 1 i ty of the facility since it 
also serves as the| |EOC for DOS personnel. 

In an effort to resolve the questions presented by' the 
review and those presented by DOS personnel, contact with FPA and 
DCPA was made and ail inconsistencies were discussed at a meeting 
on 6/2/77. It was agreed by ail agencies represented, i.e., FBI, 
DOS , FPA, DCPA, and DCA, that a new survey should be conducted, 
ihis survey should not consider previous findings', but should take 
a new and unbiased look at the facility. 







Memorandum to Mr. Cochran 
. Re: Buplans - 

v Survey of the Emergency Operations C enter (EOC) b7E 


* In accordance with that agreement, three survey teams 
have been established. Team One will study structural survivability 
Team Two corrmuni cat ions facilities and survivability, and Team 
Three the various support functions necessary to insure the facility 
is operable during a nuclear emergency situation. FBI personnel 
will participate with all teams and will provide subsequent reports 
and recorrmendations relative to the findings. 

This matter has been coordinated with the Training 
Division, Intelligence Division, and the D03 Emergency Operations 
Center . ' 

ACTION: For information. 






DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-07-2011 


ON-SITE EVALUATION 


b7E 


FACILITY (EOF) BY ADVISORY COMMITTEE 


Three separate on-site inspections were made | 

I I for Support, Facilities, and Communications on 
June 10, 13, and 15, last, respectively. The following are 
the individuals who participated in the inspections: 



The following is an outline of the findings and deter- 
minations : 


I . D-ESCRI-P-TJON -OF- S I-TE 

The FBI/DOJ Emergency Operating Facility is housed at 


b7E 


(Location and floor plans of the EOF are appended 
to this outline.) 




1 1 . SUB-PORT 



b7E 


B. F-Q-od— S-e-r-V-i-c-e : 

Situation: Sufficient kitchen and dining facilities, 

including a range and microwave oven, are located in 
the first level of the EOF, with the exceptions of a 
vent for the kitchen range, suitable dishwashing 
facilities, and a feeding plan. The dining area is 
adjacent to and accessed through a common door at the 
rear of the kitchen. 

Recommendations : 

1. Install a vent for the kitchen range. 

2. With assistance of FPA develop a feeding plan. 
(FPA will provide copies of similar plans, and 
perform an on-site evaluation at which time 

such matters as appropriate tableware, glassware, 
and garbage disposal will be appropriately 
addressed. Their recommendations can then be 
implemented by the FBI in a normal manner.) 

Install three-tub sink for dishwashing. 


- 2 - 



3. 



c. 


La.ujxd-r-y-.F-a-C.LLi-t.i-e.s : 


Situation: Two complete sets of washers and dryers 

are available within the EOF. One set is in the 
decontamination area to augment the decontamination 
facilities; however, it can also be used for normal 
laundry purposes when not being used in decontamination 
process . 

Recommendation: Augment the washers and dryers with 

hand wash tubs to conserve water. 

D. Water: 

Situation: Approximate amount of water available for 

use during an emergency is unknown. A 500 foot well 
is available for emergency operations with an estimated 
capability of 45,000 gallons with slow recovery capa- 
bility. The only other source of water is that which 
is trapped within the EOF. 

Recommendations : 

1. Conduct a thorough computation of all water 
available to the EOF as well as projected 
water requirements during emergency operations. 
Request DCPA assistance in computing the quantity 
and availability of trapped water. Identify 
other nearby sources of trapped water in the 
event EOF water sources are consumed or lost. 

2. Based on findings of (1) above, develop a plan 
for the usage and conservation of water during 
an emergency. Also consider the feasibility of 
developing an alternate source of water, e.g., 
drilling another well in a diverse location. 

E. S-ewa g e-~ S-y-S-t-em : 

Situation: Adequate sewage disposal facilities are 

on site; however, these are not connected to the 
emergency power system. 

Recommendation: Connect sewage pumps to emergency 

power system. 
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F. Eme.rgency -Powe-r : 

Situation: The 750 KVA emergency generator on site 

is not operational. Wiring is installed to essential 
facilities and a fuel source is available to be con- 
nected to the generator when it is made operational. 
Numerous engineering surveys have been performed 
relative to making the generator operational; however, 
none have produced a satisfactory solution. GSA's 
Public Building Service (PBS) recently performed 
another engineering survey predicated on moving the 
generator out of the EOF and making it operational in 
an adjacent underground facility to be constructed. 
This appears to be the only practical solution, and 
funds are available to effect this change as soon as 
PBS provides their report. 

Recommendations : 

1. If the PBS survey is favorable, remove the 
emergency generator from the EOF and install 
it in an adjacent underground enclosure to 
be constructed. 

2. If PBS survey indicates it is not feasible 
to move the generator, acquire and install 
a smaller generator to fulfill the minimal 
essential needs of the EOF. 

3. When generator is operational, survey 
feasibility of converting the switch panel 
for automatic cutover. 

G. A-Lr— -In-tak-e.-S-ys-t-em : 

Situation: The air intake is located in an open 

shaft which may be filled with debris during an 
emergency. It is equipped with an effective 
blast-activated shut-off valve. 

Recommendation: Install a steel grating above the 

air intake shaft cantilevered over the emergency 
entrance to preclude debris falling into the shaft 

and fouling the air intake system . (This can be 

des i gned , procured, and installed ! ~~| 


b7E 
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H. ALr..-Gand.i..t-Lon.Lng : 


Situation: The entire EOF is air conditioned and the 

system is connected to the emergency power system. The 
air conditioning is considered adequate; however, it 
will be necessary to compute water and power consumption 
necessary to operate the associated chillers. 

Recommendations : 

1. Compute water and power required to operate air 
conditioning equipment and determine minimal 
essential requirements for emergency operation. 

2. If evaluation shows it is not feasible to operate 
the chillers, consider providing separate air con- 
ditioning for communication center and other areas 
where air conditioning is essential. 

J . Rad.j-OLLog.i^aa.1. -and.-Chami~aa.l — (RC-) — Er-p-teo-t-ion : 


Situation: (.Rad.Lo-Lagi-aa.l-) . Appropriate gieger counters 

and docimeters are available for radiation detection, but 
an additional 285 docimeters are needed to provide one for 
each team member. The gieger counters need to be recali- 
brated on a periodic basis and DCPA can perform this 
function for us. Three hundred sets of coveralls and 
foot apparel are needed to permit team members to remove 
contaminated clothing upon entering the EOF. These can 
also be used to provide a change of clothing for team 
members. The current radiological filter system is con- 
sidered adequate; however, it is cumbersome to implement 
due to the procedures required to redirect fresh intake 
air through the filter system during emergencies. The 
following steps are required: 

Open the filter chamber door and proceed to unbolt 
the main air shaft cover. Leave this area and pro- 
ceed to the other side of the chamber where a metal 
flange approximately six feet high and three feet 
wide is bolted to the wall. Remove all of these 
bolts prior to entering the air chamber. Once 
inside, seal the main air duct, thereby insuring 
fresh air is redirected through the filter system. 

Replace and rebolt the flange. 


5 


Situation: (jCkemi.-e.aJ4 • No filter system, alarm 

system, antidote medication, or protective clothing 
for chemical protection are available for the EOF. 


Ample space exists behind the existing radiological 


filters to add chemical filters 
detection devices are currently 
mends the Ion Detection System, 
$10,000, to be connected to the 
controls the air intake system, 
against RC agents are needed to 
systems. It may be possible to 


A number of chemical 
available. FPA recom- 
which costs approximately 
poppet valve which 
Gas masks effective 
augment the filtration 
procure these masks 


through surplus channels; however, surplus masks are 
frequently either defective or the filters are not 
effect ive agai nst RC. FPA can provide guidance in this 
area t I 1 f i Iters are available for the standard 


|mask at approxi mately 

to be purchased, the l 
approximately $40 each. Six 
nerve agent antidote injector, 


8 a pair. If new masks are 
is the preferable type at 
hundred doses of the new 

commonly c alled the 

$3 each, and 25 of the new l I 

decontamination should be procured. Thirty 
suits should be procured for the specialized 


b7E 


1 at 
kin 


| for s 
protect i ve 
disaster preparedness teams 


(Two documents are a vailable through FPA regarding RC 
protection which are I 1^ 

or f»ont flpfl 1 

I for consultation. Detection b7E 

system contact is| 1 


Recommendations : 


1. Perform an air flow study to determine the feasi- 
bility of diverting airflow through the filter system 
on a continuous basis, thereby eliminating the need 
to redirect the air under emergency conditions. 

2. If "1" above proves infeasible, replace the metal 
flange with a door for easy and fast access into the 
air chamber. Equip both air duct openings with 
metal covers on hinges to permit opening or closing 
with a single latch rather than the bolt system now 
in use. 


6 
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3. Obtain 285 pocket docimeters from FPA, and 
schedule periodic recalibration of gieger 
counters . 

4. Procure 300 sets of coveralls and foot apparel 
of various sizes. 

5. Request that FPA Engineering and Services Staff 
perform a feasibility study regarding instal- 
lation of chemical filters. 

6. Implement chemical filters within the EOF based 
on findings of above study. 

7. Procure and install Ion Detection System, 300 gas 
masks wh ich are certified for RC protection, 600 
doses of f 

| l and 30 K(J protective suits. 


K. Qp.e-r-a-t-Lxm-S--B.Lan ; 

Situation: The FBI has plans for operation during 

an emergency to fulfill its essential jurisdictional 
responsibilities; however, no plan exists for facility 
management and on-site assignment of specific tasks, 
during an emergency. A plan which outlines procedures 
and assignments such as preparation of site upon 
receiving order to relocate, identification and 
admission of relocatees, posting of security personnel, 
decontamination procedures, scheduling (meals, work 
shifts, desk and work space, etc.), responsibility for 
casualties, and other essential functions is necessary 
for the orderly and effective utilization of the EOF. 

Recommendation: Develop a comprehensive operational 

plan. FPA has offered assistance and guidance in this 
matter. 


III. EAC.I-LTT-LES 


A. y^U-l-ner-ab-i-LL-t-y : 


Si tuation : 


I PUPA evaluated tne structure during 
final phase of construction and determined that the upper 
level eeiling| I the 
lower level ce 1 1 ing I I 
and the total structure! i 



7 




Based on this latest inspection DCPA reaffirmed the 
above evaluation but concluded the EOF would have onl 


because of —damages that would result ring to lank of blast 

closures. | provided 

a n Hazard-74 u evalua tion of the EOF site in which he 
indicated there is a I i 


| On this basis DCPA 

has concluded that installation of reinforced concrete 
blast closures at the three stairwells and two elevator 
openings would raise the operational survivability level 
~1 or the same point at which the first level 
ceiling would fail. Various other possibilities for 
strengthening the EOF structure and thus raising the 

probabi 1 i t v level for operational survivability were 

surveved . 1 I 


Recommendations : 


1. Have an engineering and cost survey performed, in 
coordination with DCPA, relative to installation of 






2. Upon conclusion 
alternatives and 
to the EOF. 

of above survey weigh 
recommend approriate 

various 

enhancements 

CORMUN^CAXIONS 




A . Ci-r-eu-i-t— Ro-U-ti-ng-; 














| AT&T's contingency 

plans for restoration of service to Category A EOFs 
has been reviewed by WCD and is considered sufficient 
to preclude justification for expenditure required 
for alternate routing scheme . Commercial telepho ne 
circuits serving 1 the EOF are \ 


Recommendation: No further action be taken relative 

to providing alternate routing of ICS circuits. 


|nowever, wuju recommenas 

against implementation of this equipment since it would 
generate excessive heat, would be difficult to operate 

and maintain, and cannot be effectively protect^ 

against EMP. WCD recommends that if existing I I 


due to air blast vulnerability. WCD will provide 
with physical and cost data relative to more survivable 
antenna systems that could be used. 


Recommendations : 


1 



CONCLUSIONS 


Based on the Findings and Determinations outlined 

above, it was concluded that only three practical 

alternatives exist relative to improving | | EOF 

and, thus, our emergency preparedness posture. These 
alternatives are (1) to make practical enhancements to, 
and develop a v iable operational plan for the existing EOF; 


(2) Same 

as (1)1 

| 




(3) to construct an additional smaller arch-type 


structure with minimal essential facilities adjacent to, and 
accessible from, the existing EOF. 


It is the general consensus of the Advisory Committee 
members who participated in the on-site evaluations that 
FBI's EOF is potentially equal to, or better than, the vast 
majority of EOFs within the Federal ARC; that the EOF is 
superior to most emergency facilities elsewhere in the 
country; that the installation of blast closures and 
reasonable ongoing enhancements are all that is necessary 
to retain this posture; that enhancements relative to 
jincreasinp the operational survivability | 

I would result in very s 1 gni 1 1 cant 

expense for very minimal increased capability; and that 
any assessment, at this time, is highly speculative based 
on certain obscure assumptions. 

If the goal in having the EOF is to remain operational 
and our posture is on a par with, or better than, the rest of 
the Government facilities with which we would necessarily 
interact to remain operational, there is little benefit 
in having a vastly improved facility. In this regard, 
major enhancement to the EOF would only result in increased 
survivability for key officials. If limited survivability is 
the primary goal, this could probably be more reasonably and 
effectively realized if key officials were relocated to Bravo 
Site, or one of the other more survivable facilities which 
currently exist. Based on these considerations, it was con- 
cluded that blast closures and other practical enhancements 
as described above, should be made to the existing facility. 




If the above approach is unacceptable and it is ' 
deemed necessary to provide a high degree of survivability 

]EOF, the only effective alternative is to 


build a separate underground arch-type structure to be 
equipped wit h absolute minimal essential fa cilities and 
shopkmmintftri l ~l Such a facility 

could be located adjacent to the existing EOF so that 
whatever facilities left intact following an attack could 
hf» utilised. A minimum communications capability, such 

and a few telephones could be maintained within 
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the additional facility so minimal contact with the outside 
would be possible. 
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DI CLASSIFICATION AUTHORITY DERIVED FROH: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-07-2011 


Mr. Cochran yV 1 J 




date: 8/25/77 


1 C. Frank 


subject: QbupIiANS/ 

REEUCATION of the director 
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Assoc. Dir. 

Dep. AD Ain. 

Dep. AD !nv. 

Assf. Dir.: 

A dm. Serv. 

Crim, Inv. 

Fin. & Per*. 

Ident. 

Intel I 

Laboratory 

Legal Coun. 

Plan. & tnsp. 

Rec. Mgnt. 

Spec. Inv. 

Tech. Servs!^ 

Training 

Public Aff*. Off._ 

Telephone Rm. 

Director** Sec’y_ 


All information contained herein is unclassified 
except as otherwise noted. 


PURPOSE : 


To advise of the procedures established for rendering 
assistance to. Mr. Kelley in the event FBI Headquarters opera- 
tions must be moved from Washington, D. C., during time of 
national emergency. 

SYNOPSIS: 


L 


In case of national emergency, the Director will be 
so notified by Assistant Director Jay Cochran, Jr-* During duty 
hours Mr. Kelley will be assisted from his office for possible 
travel to the Federal Preparedness Agency (FPA.) consolidated 
Government facility by Inspector Homer A. Boyntoh', Jr. (alter- 
nates Inspector Frank J. Illig, Jr., and Special 'Agent (SA) 
Thomas J. Harrington). During nonworking hours r he will be 
assisted by Inspector Boyntoh; Inspector Bell 'P— Herndon; 
night, midnight, or weekend Supervisors located rin the night 
duty supervisor's office. Criminal Investigative* ^Division or 
duty agent Washington Field off ice. If desi red by Mr. Kelle y, 
assistance will be provided for I | by SAs I 1 




66-17381 





ft b6 

(j b7C 


1 " I I 

1 - Mr. J. B. Adams 
1 - Mr. J. J. McDermott. j 
1 - Mr. H. A. Boynton,*- Jr . 

1 — Mr . F . J . I llig^RjJirj. o 3 — 
1 - Mr. B. P. Herhdsn - *-» 

1 - Mr. T. J. Harrington 
rSK 
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FBI/DOJ 



Memorandum to. Mr. Cochran 
Re: Buplans 

Relocation of the Director 
66-17381 


RECOMMENDATION : 


For information and approval of the Director. 



} tern 
u'lMtab, Ml 


Iganli- 




InlolL 


QMl>. Ms tobwatory- 


'Plan. & 'IrSP“ 

IPs-’. .fiSjflft. 

£ I'SZJBBt* 

Training 


pubjip ^ 


DETAILS : 


Arrangements have been made to. receive warning infor- 
mation from a number of sources. Information concerning 
national emergency so received will be authenticated prior to 
notification of Bureau officials. 


In the event of a national emergency, the. Director 
will be notified, during duty and nonduty hours, by Assistant 
Director Jay Cochr'an, Jr. If requested by Mr. Kelley, Mr. Cochran 
will advise the Attorney General of the emergency situation. 

Should the President direct movement of top' Government officials, 
arrangements, have been made to. render assistance to the Director 
in traveling, to the consolidated Government facility operated by 
the FPA or' to the FBI Headquarters relocation site. During duty 
hours Mr. Kelley will be assisted from his office by Inspector 
Homer A. Boynton, Jr. (alternates Inspector Frank J. Illig, Jr., 
and SA Thomas J. Harrington) , to his official automobile' for 


possible trav el to: the FPA site., to the FBI Emergency Operations 

(Eoo ,r " i 
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Center 



T 


« 


Memorandum to. Mr. Cochran 
Re : Buplans 

Relocation of the Director 
66-17381 


During nonworking hours the Director will be taken 
to his relocation site bv automobile unless notification is b7E 

If his official automobile is not available at the time, the 
following Bureau personnel are prepared to assist Mr. Kelley 
by Bureau or personal automobile to a relocation site: 

Inspector Homer A. Boynton, Jr. 

4019 North River Street 
Arlington, Virginia 
Telephone: 536-3613 

Inspector Bell P. Herndon 
526 North. Oakland Street 
Arlington, Virginia 
Telephone: 528-6247 

Night, midnight, or weekend Supervisors located in 
the night duty supervisor's office. Criminal Investi- 
gative Division. 

Special Agent on duty, Washington Field Office 
Telephone: 324-2685 or 

324-2785 


WFO is presently aware of their responsibility to 
provide alternate, transportation for the Director if called 
upon. b6 

b7C 

Assistance for| |while present in Washington, 

D. C., will be provided, if desired by Mr. Kelley, by the follow- 
ing Special Agents assigned to. the Washington Field Office during 
duty or nonduty hours: 


-. 3 - 
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Memorandum to Mr. Cochran 
Re: Buplans • 

Relocation of the Director 
66-17381 


When not in Washington, D. C. , it will be the 
responsibility of the Special Agent in Charge of the territory 
in which Mr. Kelley is located to provide assistance for his 
relocation in the event of a national emergency. Inst ructions 
concerning assistance to the Director | | have been 

furnished to all field offices for incorporation in their 
emergency planning documents.. 
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BY LIAISON 


Date: September 15, 1977 . 

f 2* 

To: Executive Director, FPA/GSA ( // 

Room 4209, GS Building \LJ’' 

18th and F Streets, Northwest \ 

Washington, D. C. ( 

Attention: Special Operations. Officer 

Prom: ~ Clarence M, Kelley, Director 


Subject: iREBI CADRE PERSONNEL 


^Jc-'^ucC 






Please delete from your listing of effective 
Federal Preparedness Agency (FPA) Special Facility passes 

J who is 

a member of the FBI cadre* I | has reported the loss 

on September 10, 1977, of this pass, together with other 
items of identification. Efforts to locate those items 
have been to no avail. Shoul d the FPA Sp ecial Facility 
pass be located or returned t d I you will be advised. 

^ Iff. S3 REC-7T i&J? ' t 3 * i ** 3r— rC 1 

You are requested iff arssue a replacement pass C>cd 

for | | Information pertinent to the issuance of 

the replacement pass is on record with your office* Should 
additional Inf nrmaM nn hp required, please Contact 

telephone I I 2 ■■ p ;0 1377 


66- 17381 

1 "I 


Dep. AD Adn. — DES 
Dep. AD Inv.^d^g \ C"* 

Asst. Dir.: ' j 


. NOTE : 


dated 


See memorandum | 
'12/77 , caution pri 


APPROVED! 

Directo r 

Assoc. Dir. 

l P: S ep - r 

*- " Dep. AD | nVt 

2& |2 3 >\\ 
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Pten. « Insp, 
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Training 
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ROOM TELETYI 


TELETYPE UNIT □ 
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ill INFORMATION COHTAIHED 
HEREIN IS UNCLASSIFIED 
DATE 10-07-2011 BY 60324 uc bzwfsab/cU 
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FEDERAL GOVERHMENI 


BY LIAISON 


Date; 

TO: 


October 4 , 1977 

Director, Federal Preparedness Agency 
General Services Administration 
18th and F Streets, Northwest 
Washington, 0, CU 


Attention? 


Director, Westons Virginia 
Operations Office 
FPA/GSA 

Boom 4209, GS Building 


From? 

Subject? 


Clarence Su Kelley, Director 



FBI CADRE BERS0H8EX. 

/ T' fjLa/)C 


Qutiuk/ y 

Please delete the name of[ 


- Gf/ ft > 


] from 


the list of cadre personnel of this Bureau, His special 
badge has been returned to Federal Preparedness Agency (FPA) 
Special operations Officer, ^ ^ Rffi g8 ^ __ ** 

Enclosed for Special operations Officer are three 
photographs and completed GSA Forms 9033 Qfl'aa <»»**» 
accompanied by completed GSA Form 3292 for i 
I I who Is being added to the FBI relocation 

eagre# I I has "Top Secret* clearance based on an 

3jS 


/ 


FBI background investigation. The date o£ | ~L . 

Clearance is 2fune 8, X9S2 ¥ and revalidated January 3, 1977. 

It is requested that a badge for FPA SpeSisi£ T 12 ^ 
Facility be issued to him 


Dir. _ 


Dep. AD A dm. 

Dep. AD Inv. fp 

Asst. Dir.: 

Adm. Serv. 

Crfm. Inv. 

Fin. & Pers. 

I dent. _ 

Intel I • _ 


Executive Director, FP&/GSA cu - ^ Enclosures (7) 

Attentions Special OperationsQ^f&cer {tl H} U 
Boom 4235, GS Building 1 0 D< 


-66-17381 


Laboratory 

Legal Coun. _Jq XM SOld 

Plan. & Insp. > >- \ 

Rec. Mgnt. ' 

Spec. Inv. - 

Tech. Servs. 

Training 

P ubl i t^Affsr^O^ .£] 

T ')*P0i 

Director's Sec'y _ 


APPROVED! 


Director.. 


Assoc. Dir,. 
Dep. AD Adm.. 
Dep, AD,Inv._ 



Adm. Serv*— 

Crim. Inv. 

Fin. & Pers.- 

I dent. 

Intel! 

Laboratory— 


Legal Court*— 
Plan. $ Insp*. 
Rec* ffisnli- 
8 too* Inv*— * 
TSvb* Ssm* 
Training. 





■See NOTE page 2 


Public Atfi. Oflu 


TELETYPE UNIT □ 



FBI 



Director, Federal Preparedness Agency 
General Services Administration 


NOTE : 

In the event of a national emergency re quiring 
relocation of Government operations , I |has. been 

designated to relocate to the consolidated Government facility 
operated byFPA. A special pass issued by FPA is necessary 
to gain admittance to this facility. 
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Datss October 14, 1977 

TO: Thompson S. Crockett 

Chief 

Emergency Programs cente r 
U, S« Department of £ugjtice 

From: tfay Cochran, Jr. ( ~ 4 C 

Assistant Director FBI TL^X* r Z - Z 7~~~' 

Technical Services Division f j 'L^J 


Subject s/m^SXTE EVALUATION 
/ BY THE ADVI^JSY™COT 


36 


l -? /j 
J'r- n 


Reference your letter September 8, 1977, to 
Mr* Richard E, Miller of this Bureau, concerning the 
findings and recommendations of the Advisory Committee, 


The draft final repq§^«of the Advisory Committee 
has been carefully reviewed anorhere are no recommended 
Corrections, additions or deletions* The report appears 
to cover all major n areas where enhancement of the facilities 

r d03irabls ‘ m E m m-5C3-/ 73 f/- 

The findings and recommendations are acceptable 
to the Federal Bureau of investigation, subject to funding 
availability and the necessity to implement them on a 
phased basis. 

APPROVED! Adm, Serv. Legal Co 

Crim, Inv. Plan, & I 

n _ „ , . , „ _ - . , Director Fin. & Fers Res. Mgn 

1 - Dr. Joseph, attn: Mr. Salisbury,,, Dir , Wsaft g-r, inv 




A 

V 2 [p 

i 


£ 

r-t 

< 

h- 

o b 


o £. 

.. J- 


^.->1 Mr . Long , attn : Mr , 
4 * 7 t I] J?.\ P' t 


Brixey 


Assoc. Dir. J ** f f ^ 

De P . ad Adm.fi/DFS :pld 

Dep. AD Inv ( H ) 


Dep. AD Adm,_ 
Dap. AD Inv»_ 


!S&*K* 


inicn 

Laboratory 

.iu - : 


Legal Coun,_ 
Plan, & Inspu 

Res. Mgnt. 

S;*2c. fov* — 
Twft. Cami 


Public A Its. Off. 


^ ^ CTJ Public Ail 

SEefiET MATERIAL ATTACHED 

BSP*' OCT 20 19/7 

£•* Of __ 


Asst. Dir.: ’ ' . / ' / (V^ 23^ Ut \ »»» 

Adm. Serv. ../?/” f *V Q, 

Crim. inv. 1 NQTE y\ ' ^ - „»«=«* «»«««» 

Fin. & Per* — e/ ‘The attached report reflects an on^diiae evaluation by 

J— a special Advisory Committee of the facilities *to be used by the 
Labor,..,.., — FBI in the event of a national emergency and relocation of FBIHQ 
pun'sTZp — necessary. The report was coordinated and written in rough 
draft form by personnel of the Telecommunications Section. The 

spoc. inv. basis of this report was adopted as FBI policy regarding the 

x.„t„ S - fV ^r\ enhancement and operation of the FBI relocation facility in memo 

Public Affs. oV\-}A .. C .Fsank to /Mr . Cochran 8/3/77 captioned "Buplans Evaluation b7E 

Teirrphdp* Rm.c u ~|/ 5meiyre n c y Operating Facility, a copy of which is 

Dirj^ofei aJi’K • mwl/oom Gp T v teletype unit □ attached. 


FBl/DOJ 



TO 


FROM 


SUBJEC' 


OPTIONAL, FOf M NO. JO 
JULT 1073 F< tTiON 
CS.A F,|>MR (41 CFRI lOI-J t.{ 


UNITED STATES GOVERNMENT 
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DE CLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-07-2011 
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A**t. Dir.: 
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Tech. Servs. 


date: 8/3/77 


J //£/. r i'] ! ' ' ‘ ■ 


/ 


= ^ * ecn. jc 

/ /// j Training 


iv i 

\ • /BUPLANS EVALUATI ON I 

XEMERG ENCY OP ERATING FACILITY. (ioFl 

% • ‘I 

PURPOSE: To outline rthe findings of a special advisory committee 

which has performed a comprehensive on-site evaluation of the 
Bureau’s EOF. 


Public Affs. Off— 

Telephone Rm. 

Director* s Sec*y __ 

b7E 


SYNOPSIS : As outlined in my memo to you 6/6/77,- the Federal 

Preparedness Agency (FPA) was requested to assemble a team of 
specialists to evaluate our EOF. Subsequently,, an advisory 
committee was established and three specific on— site surveys were 
performed. Our Emergency Coordination Team was involved in all of 
the surveys and has developed the attached report outlining findings, 
determinations, and recommendations of the committee. 


The thrust of these findings are that It is totally 
infeasible to establish an EOF with 100 percent probability of 
survival in a -Quclear attack. Further, the best that can be done 
is to make certain assumptions based on known probabilities and 
provide a reasonable degree of protection, consistent with the /'X 
. national posture, on that basis. * 


1 | |E0F has not been functional since 

l was constructed primarily due to the lack of an operational 

emergency power system. There are other deficiencies as outlined 
in this report which are not as crucial as emergency power but which 
are essential to an effective EOF. These are comprehensively 
identified in the report with recommendations relative to correcting 
these deficiencies. 


Funds have been previously allocated to correct the 
emergency power situation and an r exerted effort is being made to 
derive a reasonable and immediate solution to this problem. .No 

Enclosures >^£*£3$ 4— 


D 


1 - Mr. DeBruler 
1 - Mr. Long, Attn 


Mr . Groover 





2 - Mr.Meinqke, Attn: 1 - Mr. Campbell - 

. Salisbury ESffi&aLg 


1 - Mr. UUJ 

O’ 6-/73 F/ 


j p . | 1 Mr . Campbe 1 1 

|gREM:jwV / '(8) ^ CONTINUED 
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Memorandum to Mr. Cochran 

Re : Buplans Evaluation I I 

Emergency Operating Facility (EOF) 


other funds have been allocated for emergency planning and EOF 
enhancements; therefore, it will be necessary to develop a financial 
plan in coordination with the Finance and Personnel Division and 
thereafter implement a systematic program to develop the EOF to its 
ultimate potential. 

RECOMMENDATIONS : 


of 


JU. 


J^iat the Bureau approve the attached on-site evaluation 
jEmergency Operating Facility (EOF) as the Bureau’s 

4 - ^ 4 - • . i . _ 


1 I ■ "'JC --O * uj JL y JJU, 

policy relative to the operation and enhancement of the EOF, 



APPROVED! 

Ofrbcter. ;~ 

£;scoc, D?r. r — 

02?. AO 
AP 




fcrftf.. Inv.— j--. — , 

Fr. L Firs rS.rV 

toerl <- 

tnfcH. 

fcaborctery— — - 


leg$t Court. 

Plan. & I lisp. 

r ::t rs:rt — 

inv. — 

Tr:!s. 

5>s*2!?c Afo. 


2. That the Budget and Accounting Section assist the 
Buplans staff in determining an appropriate time frame and financial 
plan relative to implementation of attached report and that a budget 
be developed for future contingencies relative to emergency planning 

•APPBOVEDj Adm. Serv. Legal Cdh»1 1 



Director. . 

Assoc, Dir. 

Oep, AD tezu '*- -s 


Cr;~. Inv, 

Fin. & PcrSi /jc 

r 7 * 


£?• AD toiv 




Plan, 6. Insp, 
fc’snt. 


lt}Vt 

7c:I:. Servso^, 
Training., S . t ’., 
«P«Wic Alfs. Of 



DETAILS : As outlined in my memo to you 6/6/77, captioned "Buplans - 

Survey of E mergency Operations Center 1 ^ 


■ o — — J wv VA VAAkJ | || 

copy attached, the Federal Preparedness Agency (FPA) was 

re quested to arr ange for a team of specialists to conduct a survey 
of I ] EOF. 


An advisory committee was subsequently established and 
broken down into three groups to perform separate on-site surveys 
during the month of June. The FBI Emergency Coordination Team,’ 
which consis ts of the Buplans Coordinator. Alternate Buplans 
Coordinator, 1 


was involved in 


each of the surveys and developed the attached report which outlines 
the findings, determinations, and recommendations of the committee. 


- 2 - 
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Memorandum to Mr. Cochran 
Re : Buplans Evaluation 


Emergency Operating Facility (EOF) 


It is readily apparent that emergency operating facilities, 
by their nature and due to the many unknown and diverse effects of 
nuclear attack, are at best a gamble based on oversimplified assump- 
tions. The concept of complete protection during nuclear preattack, 
transattack and postattack is a myth and any attempts to develop such 
a capability would be unbelievably expensive and would probably 
result in an elaborate tomb. An example which tends to substantiate 
this conclusion is the recent development of the Neutron Bomb, 
the effects of which are a total mystery to the experts within the 
Defense Civil Preparedness Agency (DCPA) and FPA who are responsible 
to develop programs to protect against such eventualities. 
Realistically, it will be many years before the effects of this 
weapons system are identified and protection techniques developed. 
Additionally, electromagnetic pulse (EMP) is a phenomena which 
results from nuclear blasts. EMP induces high power surges into 
electrical and communications lines and equipment with devastating 
effects. This phenomena has been known for many years but to date 
no firm conclusions have been reached relative to anticipating 
the intensity or providing protection to all EOF locations. These 
and other similar examples indicate that it is altogether feasible 
to develop an ideal EOF, based on current knowledge, and still 
be rendered inoperable due to unanticipated effects. Therefore, 
emergency planners are faced with making certain basic assumptions, 
providing relative protection based on these assumptions, and 
accepting the probability that some or all of these assumptions may 
be totally wrong. 


It is obvious that | |EOF has never been a 

viable entity, e ven though planned prior to the construction of the 


and that certain basic enhancements are necessary 
to provide any degree of survivability. On this basis, it is felt 
that the attached report should be adopted as the Bureau's policy 
relative to making the EOF operational and retaining a posture 
comparable to the rest of the Category A Federal Agencies . This 
will require the development of a comprehensive plan and budget for 
the EOF. 


FY 75 budget to make the 

Joperational and 


Funds were allocated in the 

emergency power (generator) facilities! 

the Buplans staff has recently met with GSA and insisted that they 
expedite their latest engineering survey relative to accomplishing 
this. No other funds have been allocated specifically for the EOF 
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Memorandum to Mr. Cochrsm- 
Re: Buplans Evaluation] 


Emergency Operating Facility (EOF) 


or emergency planning in general. Therefore, it will be necessary 
for the Buplans staff to meet with the Budget and Accounting 
Section of the Finance and Personnel Division to determine a feasible 
time frame and financial plan relative to implementing the attached 
report and future emergency planning functions. 
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Date; 

To; 


From: 


October 17, 1977 


Director, Federal Preparedness Agency 
General Services Administration 
18tb and F Streets, Northwest N 
Washington, D. C. 

Attention: Director, Western Virginia 

Operations Office 
FPA/GSA 

Boom 4209, GS Building 



Clarence If. Kelley, Director 



Subject; FBI CADRE PERSONNEL 


a 


"7 tufcfiu u/u. 

Please delete the name of 


A - K-'HJ, 




from the list of cadre personnel of this Bureau, His 
special badge has been returned to Federal Preparedness 
Agency (FPA) Special Operations Officer 

It - /7 3 ff 


/ 


3FS;pld jjL 



rv 1 Q{% REC-56 ^ 

tA-lob ^ « OCT 28 1977 



NOTE; 

I I badge has been returned to FPA Special 

Operations Officer in view of his resignation. It is necessary 


to advise the Dire ctor. Wester n Virginia Operations Office, 

I name from list of cadre of this 


Assoc. Dir. 

Dep. AD A dm. 

Dep. AD Inv. 

Asst. Dir.: 

Adm. Serv. 

Crim. Inv. 

Fin. & Pors. 

I dent. 

Intell. 


FPA/GSA, to delete 
Bureau. 


f 


APPROVED! 


Directqr. 

Assoc, 


Adm, Serv*- 
Crim, inv,— 


fee 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Roc. Mgnt. 

Spec. inv. 


4 - ^ 


■07 


AD Adm,. 


Fin. & Pers,. 

448 D li3ilU 


laidL 


■ H lnv 9-^u^J aiory - 


Legal Coun— 
Plan. 5 tnsp.. 

n<«. — 

inv, — 
V. :;. icrvs._ 
Training- 



9*> 


Public Afis. Oflu 


Spoc. Inv. — *1^- 

Tech. Sorvsf/JL jfj. L __ 

2M23197Z 


71 ™ 

’Publl 

Telephone Rm. 

Director’s Sec'y — 
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OPTION^ FORM NO, 10 
JULY 1©y3 EDITION 
GSA FPMR (41 CFR) 101.11.6 

UNITED STATES GOVERNMENT 

r-' Memorandum 


DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-07-2011 


TO 


FROM 


SUBJECT 


Mr. Cochran 



DATE*. 12/23/77 


•C* jfr 




PLANS 

SPECIAL I NTE 
FOR RE L 0 C AT E ES_T.O -FEDERAL- PREPAREDNESS 
AGENCY (FPA) SPECIAL_.FA.C-ILITY JDURING 
NAT I ONAL EMERGENCY. . 


Dir. 


* Si 


Dep. AD Ain. . 

Dep. AD Inv. 

As s t. Dir.: 

Adm, Serv. 

Crim, Inv. 

Fin. & Pers. 

I dent. 

Intel I 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Spec. Inv. 

Tech. Servs. 

Training 

Public Affs. Off._ 

Telephone Rm. 

Director’s Sec*y_ 


PURPOSE : 


To set forth requirement for SI clearance for 
personnel who are assigned to relocate to the FPA Special 
Facility during a national emergency. 



DETAILS : 


By memorandum December 12, 1977, FPA advised of 
the anticipated installation of a terminal to receive SI 
information at the FPA Special Fa cility. This new capabili ty 


will make it possible for regular i 

custo mers to receive information in support of their [ 

at the FPA relocation site. FPA requests the identity 

of personnel who are scheduled to relocate to that location 


and will require access to this special category information 


] 



b7E 


The FBI is allocated ! 
designated as mem bers ofl 
of the members of 


I and currently has [ 

Following are the names 


I and their SI clearance status: 

Hi 


Enclosure 



*51 


Lified by 


Exempt fr 
Date of D 


om 


r 


:ation 


1 - Mr. Decker 
,( (Attn: Mr. Ryan) 

h WDFS :pld.\ 
y i" (4) > 


mmm «nsM> 

lit e Sit 



i 1 /-' 


CONTIIJUED^- OVER 

UNIT 



Savings Bonds Regularly on the Payroll Savings Plan 


, 'Mo 


FBI/DOJ 


T 
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Memorandum to Mr. Cochran 
Re: Buplans 

Special Intelligence (SI) Clearance 
for Relocatees to Federal Preparedness 
Agency (FPA) Special Facility During 
National Emergency 


Name 


SI Clearance Status 


Clarence M. Kelley yes 

Director 


Administrative Assistant 

John C. Coleman no 

Executive Assistant to the Director 

Homer A. Boynton, Jr. no 

Inspector, Public Affairs Office 

Richard G. Held yes 

Associate Director 


Administrative Assistant 

William 0. Cregar yes 

Inspector-Deputy Assistant Director 
Intelligence Division 

Eugene C. Peterson yes 

Section Chief 
Intelligence Division 



Administrative Assistant 


James 0. Ingram no 

Inpector-Deputy Assistant Director 
Criminal Investigative Division 



- 2 - 


CONTINUED - OVER 
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Memorandum to Mr. Cochran 
Re: Buplans 

Special Intelligence (Si) Clearance 
for Relocatees to Federal Preparedness 
Agency (FPA) Special Facility During 
National x Emergency 


Bell P. Herndon no 

Ins pec tor -Deputy Assistant Director 
Laboratory Division 

James C. Farrington yes 

Inspector ^Deputy Assistant Director 
Legal Counsel Division 


Secretaries for above-listed officials 


bo 

b7C 


In view of the limited number of spaces allocated 
for the FBI at the FPA Special Facility, and the uncertainty 
that all members of the team will be able to relocate, it is 
the opinion of the Defense Plans Desk that all members of the 
team be given SI clearance . Ad ditionally , a prerequisite for 
assignment to the I I should be possession of SI b7E 

clearance, in the future. 


RECOMMENDATIONS : 

1. That the following personnel be afforded SI 
briefing and clearance by the Document Classification Office, 
Records Management Division, and Defense Plans Desk be advised 
in order that response can be made to FPA memorandum prior to 
January 15, 1978. 


John C. Coleman 
Homer A. Boynton, Jr . 

James 0. Ingram 

Bell P . Herndon 

bb 

b7C 


APPROVED I 

DSroder 

Assoc. Dir* 

Dap. AD Ad*. . 

Dap. AD lit *. . — - 


A<«. Ssrv^ 
trial* lav— 
fifl, A Mr** 

Wart, 



Lxfcorfitary- 



ms 


Training 

Fttkllo AH*. OH. 


CONTINUED - OVER 




I 
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FES&2RAL GOtERHM235S 


BY LIAISON 


Date: November 23, 1977 

To: Executive Director, EPA/GSA 

Boom 4209, GS Building 
18th and F Streets, .Northwest 
Washington, D. 0. %& ftS - 

Attention: Special'OperationsQffieer 

Vfm 

From: Clarence M» Kelley, Direct 

Subject j^FBI CADRE PERSONNEL 


b6 
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By letter dated September 15, 1977, you were 
advised of the loss of Fed eral Preparedn ess Agency (FPA) 
Special Facility pass card l \ That pass has 

been located and is enclosed for proper disposition. 


Enclosure 


66-17381 


p/Dmwul 

NOTE: 



See memorandum 0 
dated 11/11/77, captioned [ 


]to the Director, 


Assoc. Dir. 

Dep, AD Adn. 

Dep. AD Inv. 

Asst. Dir.: 

Adm, Serv. 

Crfm. Inv. 

Fin. & Pers. 

I dent. 

Intell. 

Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Spec, Inv. 

Tech. Servs* 

Training 

Public Affs. Off._ 

Telephone Rm. ^ 

Director's Sec'y 

D 


m 


EX -136 tpj izo 


APPROVED: 

Bircsfor. 

Assovt Dir t 


nrtServ., 


Legal Count 


Dep, AD Adm,. 
Dep. ADJir 



,r nMUIl (VCI II. M 

'Grim? Jnv. j.Y..U..7 insp.- 

Fin.>Pcrs, 

Laboratory Trc&fcg- 



4- 


JEMa ^ 



20 r )Fn i J977 


TELETYPE UNIT □ 
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DI CLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOHAT I C DECLASSIFICATION GUIDE 
DATE 10-13-2011 


Date: 


From: 


GOVE 


January 17, 1973 

Mr. John Policastro, Acting Chief 
General War Preparedness Division 
Federal Preparedness Agency 

Attentions Mr. Keith Peterson , 


Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 



Subject : 

J FOR^EmQ aL!EEES_JEa^^RaX t _gREP AREDWESS 
AGENCY (PPAr^PECIAL FACILITY DURING 
m^ioSAiTE^ ~ — 




«*** rrj 


By memorandum to Emergency Coordinators/ 
December 12, 1977, you advised of the anticipated 
installation of a terminal to receive SI information 
at the FPA Special Facility. You also requested the 
identity of I I who have been cleared for 

access to SI information. 



The following personnel are designated to 
relocate to the FPA Special Facility, have been cleared 
and may have access to SI inf brmgtgon : 

Wame - po ' Date of Clearance 

51-iuo v 6, 

Glare nee £4. Kelley, Director 9/5/74 . 


Assoc. Dir. 

Dep. AD Adn. 

Dep, AD Inv. 

Asst. Dir.: 

Adm, Serv. 

Crim. Inv. 

Fin. & Pers. 

I dent. 

Intell. 

Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Spec. Inv. 

Tech. Servs, 

Training - £** 

Public Affs? oVf -T 

Telephone Rm. 

Director's Sec'y _ 


Richard G. Held, Associate Director 

Homer A. Boynton, Jr. 

John C. Coleman 

William O. Crecrar 


9/5/74 , 
9/5/74 , 

4! 

1/13/78 

1/10/78' 




22 JAN 25 1978 


66-17381 


mt\ ^ v. »Vi 

l fc ** 


DFS:pldr, V 

(4) 'if 
- r (n 


IVrV^ 


^emptjrogD£®S^^ See NOTE page 2 

J>atersrDeclassification.-K3SJiBSm 


MAIL ROOM CD TELETYPE UNIT □ 




Jaaas C. Farrington 
Ball P. Herndon 

* 


7/21/77 

1/13/73 
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NOTE : Memo A. C. Frank to Mr. Cochran approved SI infor- 

mation clearance for all personnel designated to relocate 
to FPA Special Facility in the event of national emergency... 
This letter is in response to FPA request for the identity 
of personnel so designated who have SI clearance. 


APPKOVEDi . 

Director 

Assoc. Dir. 

Dep, AD 

Dep. AD Joy. 


Adm. Serv«_ 
Crira. fay. — 
Fish & Perse 
Ifieirt. 

IhtC-lt 

Lsbora tory— 


Le^al Goan. 

Plan. & Insp. — 

Rec. 

Sfcs. lav. _-r 

TcJi. Sc-rv$«_jQ 

Trcii^nj 

Pubiic A?f$. Gff_ 
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HEKEDI 15 UNCLASSIFIED 

DATE 10-13-2011 BY 60324 uc baw/sab/cls 



PEDERAIj government 


m iso:; 


Oates January 17, 1373 




Director * Federal Preparedtoss Agency 
General Services Administration 
IStli and P Streets/, northwest 
Washington/ D. 

Attention; Director, Western Virginia 
operations Offices 
FPA/GSA 

itooa 4200, GS Uuileiing 



Front Clarence Il« Kelley * Director 



Crim. Inv. 

Fin. & Pers, 

I dent. 

Intell, 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Spec. Inv. 

Tech. Servs. 

Training 

Public Affs. Off._ 

Telephone Rm. 

Director's Sec’y _ 




rr" 



'4 
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DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 10-13-2011 




Date : 


January 17, 1978 


To; 


Mr, John Policastro, Acting Chief 
General War Preparedness Division 
Federal Preparedness Agency 


Attention; Mr. Keith Peterson 


From; 


Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 
° u*> f 

Subject; 

TpL> r 5 KJ - ^ c s - 





As indicated in your memorandum for 
Emergency Coordinators, December 23, 1977, the Associate 
Director of the Federal Bureau of Investigation (FBI) 
is the ind ividual wh o has the responsibility of heading 


b7E 


up the FBI 
Special Facility. 


at the Federal Preparedness Agency 
The FBI Associate Director is to be 
furnished a JEEP card which will permit him to use 
emergency helicopter transportation to the Special 
Facility. 


Discussion between [ 


FBI, and 

| FPA, indicates special arrangements are being 
made for the evacuation of heads of Category a agencies . 
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You are requested to insure that evacuation of the 
Director of the FBI ia included in those arrangements 
and that we be notified at the earliest oossible date 



FBI/ DOJ 






Mr. John Policastro 


NOTE ; 

FPA memorandum to Emergency Coordinators , 

December 23, 1977, requested review of the list of individuals 
who would require JEEP transportation to the FPA Special 
facility in the event of an emergency requiring the activation 
of emergency operations centers. As indicated in FPA memo- 
randum (copy attached) , the Associate Director is the 
individual who has the responsib ility to re locate to the 
FPA Special Facility and head up | | 

Previous JEEP a rrangements included the Director 
of the FBI . According to | | who is 

coordinating this matter for FPA, the Director will be 
included in a supplemental evacuation program which is to 
be supported by the Joint Air Transportation Service (JATS) . 
This program is currently being reviewed by the Presidential 
Staff, and approval of the program is imminent. 


APPROVED: 

Director 

A zz jCt Dir— 
Lsp. AS 
Cap* AD lav*- 


Ccr*. 
(Vila. I 



- \ F." 

,L M >>* 
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CHANGED TO 

Bs-wry-'f 


U» DEC 2 % m 

JM. 


FBI/DOJ 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 10-13-2011 BY 60324 uc bsw/sab/cls 



Assoc. Dir. . 


Dep. AD Adm. 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel! 


% 


m hHimt 






tta tej. 
fcs 




****$ 


1878 


Director, federal Preparedness Agency 
General Services Administration 
13th and 3? Streets, Northwest h 

Washington*. B. C* ¥ 


Attention: 



Director* Western Virginia; Operations 
Office 
i'PA/GSA 

Boots 4203* m Building 


S?roa: 


day oechran* dr* 

.Assistant Director $$$ 
^technical Services Division 


Subject: 


UGABfiE BCaSOmBL 


)UD (jTu\jS 

Pleaso_.deloto the following individuals from 
the list of cadre I^soaneT'of thin Bureau: 


Clarence M. Kelley 
aichard G. Held 




The special badges assigned to the above-listed 
individuals have been returned to the federal Preparednees 
Agency (FP&) special Operations Officer* 


inclosed for Special Operations Officer arc 
three photographs and completed GSA I*o xm 9033 and 9038, 
each accompanied by completed GSA form 3392* tor 
Director William U* Webster* who is toeing added to the 

^ /23. S'/- ss sff 


66-17381 
^DfS:pld f^L 



EC-79 


\ 


f 1 


MAR 22 1973 


Laboratory 


Legal Coun. 


Plan. & !nsp. 1 
Rec. Mgnt. 


Tech. Servs. . 
Training . 

Public Alls. 
Telephone Rm. . 
Director’s Sec’y . 



See NOTE page 2 


MAIL ROOM 


fbi/doj 







director, Federal Preparedness Agency 


FBI relocation cadre. Hr, Webster Baft Secret" 
clearance based on an FBI background investigation, 
the date oi Hr. T cluster *s "Top Secret" clearance is 
February 23, 197S, and date of "Special Intelligence” 

(SI) clearance is February J24» 197b, 

It is requested that a badge for ®PA Special 
Facility bo issued to bin. 

m - Lsecutivo Birector, J^a/GSA ' ^j?| ^^aclosuros (7) 

Attention! Special Operations Officer l^v'v 

CZtO, €0 nadirs 3' v * 


NOTE: In the event of a national emergency requiring 

relocation of Government, operations, Mr. Webster may be 
directed by the President to relocate to the consolidated 
Government facility operated by FPA. A special pass issued 
by FPA is necessary to gain admittance to this facility. 


2 - 



ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 10-13-2011 BY 60324 uc baw/sab/cls 


Dates 


April 27, 1978 


mmm 


BY MAISOH 


Promt 


Director, Federal Preparedness Agency 
General Services Administration 
18th and F Streets, Northwest 
Washington, D* C« 

Attention* Director, Western Virginia 
Operations Office 
FFA/GSA 

Room 4203, GS Building 

Oay Cochran, 

Assistant Director FBI P 

Technfcal Services Division 



Subject* ATS l jCADRE PERSONN EL v 

, :• I £S. I t‘ c i 1 

Enclosed for Special Operations Officer are three 
photographs and completed GSA Forms 9033 and 903$ each 
accompanied by com ai^tfid qs a Etarm 22B2 * 0 ** Associate Director 


r 


3 fifties B* Adams and | ^ who are being added 

to the FBI relocation cadre* The above Individuals have* “Top 
Secret” clearance based on an FBI background investigation. 


The date of Mr, Adam s* clearance is July p, i<m, revalidated 
January 3, 1078, and I I clearance is March 27, 

iOdi, revalidated 3amiary 3, i973« // & J 2C2n 

mi l. Q> - /Vj 5 <T/ -'-Ob 50 

Mr, Adams and l I also have “Special 

Intelligence n (SI) clearance* T hu date of Mr, Adams \ _ u— 

clearance is August 12*0.974, and fcleiranco is 
«ay 31, 1977. fcX-123 1 !K , 0 n» 

It is requested that badges for FPA Special JEacii liy. 
be Issued to them, i 


Executive Director, FPA/GSA 


Attention* Special Operations Officer 
Room 4209, GS Building 


Enclosures 


- 66-17381 
: pjh* 

_ DIM: p 1 d , 

- (7) _ 

7:/' <x$kr 


l raining , . - 

Director’s Sec’y MAIL ROOM |V 



V'^OVEp: , v ' 'ijK f S'&lnsp'— 

Director j‘ dent . _ TechSvs T^ 

AsS0C i?ftru intell.__ Training 

Dep * fl?, 1 Laboratory Public Affs. Off, 

Deo. AD inv. — 

See NOTE page 2 



* 




Director, Federal Preparedness Agency 


NOTE: In the event of a national emerg ency requiring relocation 

of Government operations, Mr. Adams and I I have been 

designated to relocate to the consolidated Government facility 
operated by FPA. A special pass issued by FPA is necessary to 
gain admittance to this facility. 
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UNITED STATES GOVERNMENT 

Memorandum 


ALL INFORMATION CONTAINED < 

HEREIN IS UNCLASSIFIED 

DATE 10-13-2011 BY 60324 ue baw/sab/cls 

UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Assoc* Dir. 

Dep. AD Adm. . 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident 

Intel L 



: Mr . Cochran 




date: 5/12/78 


C . Prank 


Laboratory 

Legal Coun. _ 
Plan. & Insp. 

Rec. Mgnt. 

Tech. Servs. . 
Training . 


Public Affs. Off. . 

Telephone Rm. 

Director’s Sec'y _ 


subject: 


CSUPLANS 


/7 tm 



e. C.ej.Mf 

]to ' 


PURPOSE : To eliminate the procedures for [ , 

relocate with FBIHQ personnel at the FBIHQ relocation site 
during a period of national emergency, and also to 
the requirement for| [ 

solicit ^ information concerning the locat ion of f 
relocation sites, and to likewise inform | 
locations . 


to. 


]SF 


our 


b7D 


SYNOPSIS ; On 5/2/ 78 . r 


iTftlQnommiinf ria-Hf nnc fior-Urm 


with 


[ 


with I 

I I concerning the relocation of | 

FBI personnel during a national emergency. Additionally, the 
matter of exchanging information concerning the locations o 
respecti ve relocation sites was discussed. [ 


advised neither procedure was necessary from an 


viewpoint. It is recommended instructions regarding these 
matters be rescinded. 



RECOMMENDATIONS : 


1. That the representat ives of f 
from the Executive/Management Team 


relocate to the FBI Emergency Operatin g Facility during 
national emergency, per the request of 




be removed b 

which will b 

£ 


7D 

7E 




APPROVED: 

Director 


Adm. Serv. 
Crim. Jnv. 


Assoc. Dir. _ _ 
Dep. AD Adm. 
Dep. AD Inv. 


Ident. 
inteil. ' 


Legal Coun. 
Plan. & IhspT 
Rec Mgnt. 


1 t ! 


Laboratory * ^ 


Ject| Servs, 

\\ Training ' / > . 

* a r\tt 




Pdblic Affs. Off. 


I 


CONTINUED OVER 


Bdy CJ.S. Savings Bonds Regularly on the Payroll Savings Plan 


X) 

l 

V 

^1 

V fSl 


MAY 16 1978 


§* 

o 




FBI/ DOJ 


c: 
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Memo randum to Mr. Cochran 
Re: | | 

Buplans 

~ 2 . That the f ollowing 
the Defense Pl ans Manual I ~ 

be rescinded: 


requirement , 



APPROVED: 

Director 

/>s? oc. Dir. 

Dep. AD Adm. 
Dep. AD Inv. 


Adm.Serv.__ 
Grim. Inv._^ 

Ident. 

Inteil. 

Laboratory 


Legal Coun. 

Plan. & Insp. 

Rec Mgnt. 

Tech. Servs._j 
Training 
Public Affs. Off, 


3 That the fo llowing requirement/ as stated in 
the Defense Plans- Manual . I 

be rescinded : I 



APPROVED: 

Director 

Assoc. Dir. 

Dep, AD Adm. 
Dep. AD Inv. 


Adm. Serv. 
Grim. Inv. 

Ident. 

Inteil. 

Laboratory 


Legal Coun. 

Plan. & Insp. 

Rec Mgnt. ~ 

Tech. ServsT~{j 
Training f 

Public Affs. Off. 


Policy. 


That attached letter be sent tq_ 
2]ad vising them of the change in 


Defense 


APPROVED: 

Director 

Assoc. Dir. 

Dep. AD Adm._ 
Dep. AD Inv._ 


Adm. Serv.__ 
Crim. Inv. 

Ident. 

Inteil. 

Laboratory 


Legal Coun. 

Plan. &!nsp.__ 

Rec Mgnt. 

Tech. Servs.__< 
Training 

public Affs. Of? 


2 ‘ 





Memo randum to Mr. Cochran 
Re : 


Bupians 

DETAILS : On 5/9/78 . T 
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I Telecoimuunxcations Section, met 


with I 

I I and discuss ed the requirement of the FBI arranging for 

the relocation of I 1 during a national 

emergency, an d the need to excha nge information concerning 
the loc ations | ' | and FBI field office relocation 

sites . I I advised that neither requirement is 

currently necessary and he recommended they be eliminated from 
FBI emergency planning. 


The background of 


relocating with 


FBIHQ personnel dates to V.P. Keay memorandum to Mr. A. K. 
Belm ont , 4/23/ 52 , captioned "Bureau War Plans." At that 
time! l was located in the Justice Building and it 

was logical to afford assistance to the assigned Liaison 
Officer. A review of files Indicat es the matter has not 
since been seriously di scussed with[ 


is 

| stated that he was not aware that the 

FBI had made provisions for him and a member of his staff in 
the event of a national emergency. He further advised that 
such provisions were not necessary. 

Regarding the disclosur^_of_iLnfprmation concerning 
the locatio ns of relocation sit es 
operations , [ 


and FBI field 


stated that 


no longer 


has alternate provisions, such as- relocation sites, for their 
divisional offices. It is therefore impossible for them to 
furnish information concerning them. He further advised that 
while receipt of information co ncerning t he FBI relocation 
sites may be of some benefit to | | during an emergency 

period, he felt that dissemination of such information should 
be on a decentralized and informal basis, if the FBI desired 
to furnish it. In the opinion of the Defense plans Dash, it 
is logical to assume that during an emergency period close ' 
and continuous liaison would be maintained by. ffipi 'respective 
agencies , and the need to continue furnishingl Jwith ’ 


data pertinent to FBI relocation sites ; is not necessary'. 
Additionally, information concerning the location of’ FBI 
relocation sites- is classified II, and to continue the 

dissemination without verification of security clearances of 
the recipients constitutes a violation of national security 
regulations. 
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Assoc. Dir. . 


Dep. AD Adm . 


* 


TO 


UNITED STATES GOVERNMENT 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Dep. AD lnv. 

Asst. Dir.: 

Adm. Servs. 

Crim. lnv. £ 1 

Ident 

Infell. 


MR. LA PRADI 


date: 6-26-78 


Laboratory . 


Legal Coun. . 


Plan. & Insp. 
Rec. Mgnt. 


from : R. L. Shackelfo 


Id N) 


SUBJECT^ 


i ALIGNMENT OF 


PCUTIVE I 


DECLASSIFICATION AUTHORITY DE DIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE Q1-27-2G1Z 


Tech. Servs* 
Training 





Public Affs. Off. 

Telephone Rm 

Director's Sec'y 


[CADRE OF 



TPA SPECIAL 
' 1UPLANS 


DIAL JTAi&J 




ILITY 

r - - 


- / 


/ 

// t*'£ 




PURPOSE : To respond to memorandum of A. C. Frank to Mr. Cochran, 


b7E" 


dated 6-9-78, and captioned as above wherein is requested 
Identification Divisi on designate an Inspector-Deputy Assistant 
Director to Executive 


DETAILS : Conrad S. Banner is knowledgeable in all phases of 


the Identification Division's operations and the appropr iate 
official to fill the vacancy on Executive | 
representing the Identification Division. 


RECOMMENDATIONS : 
Contad S. 
on Execut 


1. 


Inspector-Deputy Assistant Director 
Ba nner be approved to represent the Identification Division 
ive I I . — ,/k 




APPROVED: 


9 ^ 


Director 
Assoc. Dir 
Dep. AD 
Dep. AD Invr^ 


Adm. Serv. Legal Coun 

Crim. lnv. Plan & Insp. 

Ictent. !serv< 

Intell. /- Training 


Laboratory 



Public Affs. Off. 


2. If the above recommendation is approved by the 
Associate Director, this be forwarded to the Defense Plans Desk 
for implementation, coordination of SI briefings, and 
notification to Federal Preparedness Agency. 




r\ 


.# 


APPROVED: 




Adm. Serv. 
Crim. lnv. 


Legal Coun _ 
Plan & Insp," 


® V/ ■ f -- - — 


Laboratory 


Public Affs. Off. 


1 - Mr. Banner, Rm. 11262 JEH 
- * . 1 . *■ Mr.. .Page, Rm. 11136 JEH 

1 - Mr-.'-!^. F. Schroeder, Rm. 6421 JEH 


y s ’ — r* 

2 JUL 88 1978 



RLS :mmr 
(5) 


nv 
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uy U.S. Savings Bonds Regularly on the Payroll Savings Plan 


FBI/ DOJ 
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UNITED STATES GOVERNMENT 

Memorandum 

'• Mr. Cd.chr.an cj<d<& 


FROM 


• Mr. Cochran C 


: ' A , 1 C.. Frank 


/V/ \ 

subjectT^^axxgi pient. :of cadre. 
I exeSutzve: 

I F PIT'S PECIAL 1 FACiLifY 
| BUPZANS. ’ 


DEC LAS S I F I CAT I ON AUTHORITY DERIVED FROM 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 

UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 




date: 6/ 9 /78 




ssoc. Dir.yf / 
Dep. AD^m. JL_ 

Dep. \yMnv. 

Asst. Dir.: *, 

Adm. Servs. 

Crim. Inv. 

Ident 

Intel! 

Laboratory 

Legal Coun. 

Plan. & Insp. 

Training 

Public Affs. Off. 

Telephone Rm. 

Director's Sec’y 


PURPOSE:'. To. su aaesir a realignment .of the composition^ of' Executi ve. 

I which 'is designated to: relocate', '.to: tfire^j | 


SYNOPSIS :' Three '.operational teams have, been established in. 
accordance, with. FPA regulations' to: 'insure unln terr . up table ess 
functions in a national emergency.. 



RECOMMENDATIONS. : ' 


S:' V-52 ''gEjg ^ ° 

That .the '.su ggested realignment :of' the. c.adr.e„o,f,„, , 
| be reviewed by ;the Associate: Director 


for commadt ;and/o_r' approval -approved.- 





Director 
Assoc. DirCj^ 
Dep. AD A«m., 
Dep. AD Inv. 


Vv | 


Mr'. Adams' • 

Mr .k McDermott 




Adm. Serv, 
Crim. Inv. 

10eht. 

i'ntell. 

Laboratory 


Legal Coun. 

Plan. & Insp. 
Rec Mgnt. 
Tech. Servsl l 
Training 7 
.^yblic Affs. Off. 


Je classif ication^ 


1 - Eat 


Assistant Director 





CONTINUED. OViSR ) 


■Buy HSi Savings Bonds Regularly on the Payroll Savings Plan^wa-i 
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Memorandum -to: Mr'.. Cdchran - 
Re.:'. Realignment- :of Cadre, '.of- . 

I , , I - 

FPA Special Facility. • 

Buplans- ■ 

; 2 .. If: realignment- is. approved,- the 'Assistant Directors.- • 
of the 'involved -Division© should recommend the additional official (s)- 
in the spaces', provided to: return -the team- to: its: allocated -strength . 
(see .details,- .pages.' -4 through; .6)' subject :to: approval of the Associate 
Director'. < 


APPROVED: 

Director 

Assoc. Dir. 

Dep. AD A 

Dep. AD Inv. 


Adm. Serv. 
Crim. Inv. ^ 

Ident. 

Intel!. 

Laboratory 


Legal Coun. 

Plan. & lnsp. 

Rec IVlgnt. . 

Tech. Servs. (&/K& 
Training 11 ~~ 

Public Affs. Off. 


. 3 .'. . Upon -approval of personnel/ memorandum of 
recommendation -be forwarded to: Defense- Plans- Desk* for coordination- ■ 
of SI' briefings: and- notification’ to: Federal- Preparedness- Agency..- 


APPROVED: 


Adm. Serv. 

Crim. Inv. 


Director . ident. 

Assoc. Dir. Intel!. 

Dep. AD ^Jm-Ofyt Laboratory 
Dep. AD inv. 


Legal Coun. 

Plan. & lnsp. _ 

Rec Mgnt. . 

Tech. Servs. 

Training 

Public Affs. Off. 


4 As. vacancies', oh 


occur-, recommendations 


2 .and 3 'be '.utilized as- the '.policy, for filling suoli vacancies..- 


APPROVED: 


Adm. Serv, 
Crim. Inv. 


Director ident. 

Assoc - Intel I. 

Dep. AD^dm>^TO_ Laboratory 
Dep. AD inv. 


Legal Coun. 

Plan. & lnsp. __ 

Rec IVlgnt. 

Tech. Servs. nd/CftT 

Training ~ i f 

Public Affs. Off. 


. 5.1 That -Mr'.-' Cregar be ‘deleted froiri.thel I 

view, 'of.' his: ‘a s signiueiit .to. otter, duties.,' and his Special 

Facility, ■passes', be returned -to: the 'Defense- Plans- Desk.. 


APPROVED: 

Director 


Assoc. Dir, 
Dep. AD £dm 
Dep. AD Inv. 

2 l- ■' 




Adm. Serv^ 
Crim. Inv. 

Ident. 

Intel!. 


— Laboratory 


Legal Coun. 
Plan. & lnsp.' 
Rec IVlgnt. 


,3 


Training 
Public Affs, Of i 




Memorandum to: Mr. Cochran 


FPA Specia 
Buplans- • 


acuity. • 


6. That Mr. Coleman be '.deleted from the'. | 

| in. view .of his assignment to: other duties'..- 
Coleman has returned his FPA Special Facility, pass. - ) 


APPROVED: 

Director 

Assoc. Dir. a. 
Dep. AD Aifri 
Dep. AD irw._ 


Adm. Serv._ 
Crim. inv. 

Ident. 

Intel!. 

Laboratory 


Lera! Com 

Plan. & Insp. 

Rec Mgnt. 

Tech. Servs. j 

Training 

Public Affs* Off, 


DETAILS:' FPA, the: '.governing agency for Federal Government : 
emergency preparedness' ,- requires, the establishment .of three. 

operational teams to. insure uninterrupt able .essential f . 

fnnnti on's -are '.c ontinued', during a' national emergency . L . I 

is comprised of a minimum executive cadre which. 
is to: provide continuous* -leadership from FBIHQ. in the .event ;of a 
buildup of international tensions or of an imryenddncr attack on the 
gfate-s,. - This team is comprised of 




| I (See attache 

is supported by. FBIHQ. employees, not •assigned to: tea: 
Upon •instruction of appropriate: .Government 
Director: and his staf f will; proceed to: the. 
the. Assistant Directors to: the. FBIHQ reloca 


to: the 



[ i si to: relocate:,' when s o- 

instructed, to: the. FBI: relocation site: | ~ . . . . 3 . 

I 1 This team is headed by the Assistant u ir ec.tor 

of the. Planning and' Inspection Division, , who. is assisted by the 
Assistant Director' of the Training Division, and includes. represen- 
tatives'. of' all- FBIHQ Divisions (See. .attachedly — This team will 

serve: as a 'back-up, and support,: to: teams | 1^ • . 

will- -also- superv ise- and prio ritize .ongoing work .of tne F5T7 advising 
officials at :the T I of the: .status of Bureau operations. 

Because of the recent realignment :of divisional ; 
r e spon sib il it ies. , * abolition, and consolidation of divisions, 
retirements: and reassi gnmehts:,- it. i s necessary to: reconstruct. . 
the -composition of the l / ~U THe «ug9«» toon » 

are being submitted regarding this reconstruction-. 
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Memorandum to. Mr'. Cochran 
Re: - . . Realignment ’of Cadre .of 


FPA Special Facility; 
Buplans 


Official in Charge .and Staff 


Associate; Director James. 
Administrative. As sis tent 


B- Adams • 


l. - Identification Division - 


b6 

b7C 


Inspector-Deputy. Assistant Director-' ■ 

(The. FBI has a responsibility, to; assist the Department /of 
Health;/. Education, and Welfare, - , in the: identification, of. victims ' 
of warfare .on United States', soil." This individual will' be. able . 
to; advise .the. .team leader, in operational implementation of these . 
responsibilities.)'. 


2 Administrative Services' Division - • 

Inspector-Deputy. Assistant Director : : LLLL— 1- ' 

(This official will' be responsible .for advising the .team 
leader, on the disposition - and allocation: of personnel as well ' 
as FBI; equipment and facilities - , during the crisis period.) 


. 3. - . Inteliigehce Division • 

Inspector-Deputy. Assistant Director - ■ ' : ' ‘ ; ' ■ - : ; ' : 1 : ~ ' ' : : ' 

Section Chief. Eugene 'C.: Peterson, CI-1 ' 

Special Agent-Liaison Officer. Robert J.- Oglesby,. Cl- 3 . 
Special Agent : ' : _i ■ - ■ : ; : '_j__ 

(Messrs..' Peterson and Oglesby are currently assigned to; the . 
| | Their function will' be to; advise the team leader 

regarding matters, handled by their division'. ) 

4.; Criminal 'investigative: Division • b7E 

Inspector:— Deputy. Assistant Director James. 0. Ingram 


(Mr.- Ingram is currently a member of' the] . I I It '^ s 

suggested that two other - individuals' from this division be > 
assigned. They will' be able to; advise the team leader regarding 
matters, handled by -the;ir division. ) 


4 
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Memorandum "to: Mr'.- Cochran 

Re.:’ Realignment :of Cadre .of b7E 

FPA Special Facility: ■ 

Bupl-ans’. ■ 

5. Laboratory Division • 

Inspector-Deputy: Assistant Director Bell P . Herndon > 

(Mr.. Herndon is currently a member of' this team. - He 'is • 
khowXedgable of the ’operations- of the Laboratory- -Division- and 
will bd able to: advise '.the team- leader, regarding- matters, handled 
by -that division-.' It can be .assumed that during the .pre-attack. . 
and post-attack. ’periods, the resources, of the Laboratory Division, . 
at :a minimum cryptoanalysis to: decipher clandestine- communications-, , 
will be heeded!.) 

6. Technical Services’: Division' • 


Deputy. -Assistant Dire ctor William' A. Bay se . 

Emergency Cbordinator' l 1 

(Mr.. Bayse '.is not currently a member! of the I I He . 

has- 'supervisory -responsibility, over! .the .Telecommunications 1 and 
Data: Processing Sections-,' two! areas which, are intimately involved 
in. the! .operation of the Bravo team- and the special facility..- Hi’s 
expertise in t hese areas' m akes, him a logical person to. be! assigned 
to: this team.' I l is the Emergency Coordinator -for! -this. ■ 

Bureau.- Hi's knowledge '.in -this area! enables, him to: advise the 
team leader, in! matters- of field office, relocation -and emergency! b g 
operations'.) ' ' b7c 

b7E 


- 7 .v Legal Counsel. Division - 


Inspector-Deputy. Assistant Director James! C.! Farrington 

(Mr .- Farrington' is currently -a member, of the | | 

His function will be to: advise the '.team leader of the! -legal • 
ramifications of decisions- made during the .emergency, -period. 


8 .- ' Se'cre-tatles! of the Above. 'Officials' : 


5 
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b7C 
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* • . t* - 





Memorandum to. Mr. Cochran 
Re:'. Realignment- .of Cadre of 


FPA Special Facility • 

Buplans- ‘ 

(The '.above, .individuals- are '.currently member's of the 


Space, '.for' the Director' and three members, of his, office ' 

staff is reserved at .the "FPA Special Facility.. | _ „ 

I I and Inspector' Homer. A. Boynton, Public Affairs. Office./. 

are '.currently members, of this team.’ It. is suggested that : 

1 Spe cial Assistant to: -the Director be : 

I (Members, of the Director's .Staff are. 


included on the T 
also on the I 


I 


The '.above, realignment :of. the 
slots -allocated to: the FBI.. 


kill fill- the- 22 


of' the 


Th e' 'following, i ndividual is currently listed as a member. 


but because '.of- reassignment -.should be '.deleted: 


William- 0.' Cr'.egar - now .'assigned to: the I I 

The: '.following- individual is -currently listed as a member' of 
both I I but because '.of reassignment :should be '. 

deleted. 


I- reassigned to: the '.Training Division- • 

1 \L- . 

"" Memorandum A. C.' Frank- 'to: Mr. Cochran-, 12/23/77-,. captioned'. 

" Buplans:,' Special 'Intelligence'. : (S.-I) 'Clearance. '.for' RelocateeS to: 
Federal 'Preparedness' Agency ■ (FPA.) Special Facility. During National 

Emergency 1 / e stablis had the policy that all members, of the | 1 

Tbe required to: hold SI Clearance..'. It. will therefore, be : 
necess ary that brief ings: be afforded the newly assigned members, 
of thef l I 
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ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc Lw/sab/cls 



'A. Official in Charge and Staff 
Director 

Administrative Assistant 
Executive Assistant to the Director 


. Homer A. Boynton, Jr., Inspector 
Public Affairs Office 

B. Office of Associate Director 


Assistant to the Director-Deputy Associate Director 


Assistant to the Director-Deputy Associate Director 

C. Division Officials 

Assistant Director Richard H. Ash e 
Identification Division 

Assistant Director Richard E. Long 
•gipance^ajid Personnel Division 

Assistant Director Andrew J. Decker, Jr. 

Records Management Division 

Assistant Director Thomas W. Leavitt 
Intelligence Division 

Assistant Director Donald W. Moore, Jr. 

Criminal Investigative Division 

Assistant Director Thomas F.. Kelleher, Jr. 

FBI Laboratory Division 


APPENDIX 

Date: 11/9/77 (To be up-dated upon resolution of 

Page 1 


B2CLQSU ^ j?-- ■ 


FBI/DOJ 




r 


j 


m • 


Assistant Director 3ay Cock n, 3r. 

Techni' 1 Services Division 

Vacant 

Special In v stigative Division 

Assistant Dirv »or John A. Mintz 
Legal Counsel L> ision 

Assistant DirectoV ; 

Admi n i s ta t .i ve Services Division 

D. Team wi 1 1 be supported by essential supervisory, stenographic, 
clerical, administrative, and communications personnel while 
it is operational at FBI Headquarters . Such personne l will be 
available on a more limited scale for | | should it 

in part be relocated to relocation site at the Federal 
Preparedness Agency (FPA) Special Facility and/or in part or 
in toto to the FBIHQ relocation site. h7F 


APPENDIX 

Date: 11/9/77 

Page la 



- | 1 - FBIHQ WLQCATION SITE 

* ^ 

A. Official in Charge and Staff (2) 

Assistant Director Lee Colwell 
Planning and Inspection Division 

i — i 

Administrative Assistant 

B . Divisional Officials and Staffs 

1. Identification Division (2) 


Fingerprint Technician 
Fingerprint Technician 


2. Training Division (29) 

Assistant Director Kenneth E. Joseph 
If Inspector-De puty Assistant Director Edward L. Campbell, 

I 1 Adminis trative Assistant 

j Chief Clerk 

Facility Management Officer 
Radio Technician 
tfurse 

I , Facility Manager 

, Radio Technician 

Electrician 

Operating Engineer 
Plumber 

Operating Engineer 
Telephone Operator 

Telephone Operator 

, Teletype Operator 
I Tele type Operator 
Teletype Operator 

, Teletype Operator 

I Teletype Operator 

| Tel etype Operator 

I Teletype Operator 

Admin i strative Assistant 

[~ 1 Radio Technician 

”] I* Printer 


APPENDIX 
Date: 
Page 3 


Gfo £>e up-dated upon resolution of 


tr tr 



Admini s t^rt ive Services Division 


r Assistant Director Frank J. Illig, Jr. 
*, Section Chief 
idministrative Assistant 
Secretary 
Personnel Officer 

Supervisory Clerk (Voucher Matters) 
Supervisory Clerk (Payroll Matters) 


:nt Division ( 1^ 

' Assistant Director William L. Bailey 
Records Services Section Chief 


Assistant Director Arthur B. Fulton 


Secretary 


I Ass i s t ant Section Chief 
Supervisor 
Supervisor 
, Unit Chief (UC) 

3 Supervisor 
UC 

Supervisor 
UC 

Supervisor 

□ Secretary 
' Secretary 
Clerk 

n Clerk 
Clerk 





& ► 

„ *CI-2 


Assistant Section Chief 
UC 

upervisor 
Secretary 

CI-3 

Russell Jean Gray, J r. } Section Chief 
| | Supervisor 

Secretary 

UC 

, Jr . j Supervisor 

6 . Criminal Investigative Division 

Inspector-Deputy Assistant Director Edgar N. 

Francis X, Obrien, Section Chief 

Sebastian S. Mignosa, Section Chief 

Carl W. Hurst, Jr. 3 Section Chief 

James S. Peelman, Section Chief 

Edwin J. Sharp, Sec tion Chief 

Secretary 

Secretary 

7 . Laboratory Division 

Jr., Section Chief 
1 As s is tan t Section Chief 
I UC 
“I UC 

Supervisor 
Supervisor 


Francis D. Silas 



APPENDIX 
Date: 
Page 5 





8^ * Technic "Services Division 


Inspector-Deputy Assistant Director Kier T. Boyd 
William D. Campbell, Section Chief 
Alvin C. Frank, Section Chief 
Robert P. Keehan, Sect ion Chief 
| | Supply Management Officer 

Francis E. Torpe v, Section Chief 

| UC 

I UC 

Supervisor 
1, UC 

be 

| Data Ma nager 

~| Communications Supervisor 
I Teletype Operator 
, Teletype Operator 

Tele type Operator 

Teletype Operator 
Teletype Operator 

Teletype Operator 

| Teletype Operator 
Teletype Operator 
, Clerk 



( 22 ) 

J! 4 


b6 

b7C 


9 . Legal Counsel Division 


( 1 ) 


10. Planning and Inspection Division (4) 

Inspector-Deputy Assistant Director Thomas M. Johnson 
Inspector-Deputy Assistant Director Homer R. Hauer 
Inspector-Deputy Assistant Director Thomas J. Biamonte 

Secretary 


11 . 


( 2 ) 

b7D 


Space for Team I reserved at FBIHQ relocation site for possible 
relocation there in whole or in part. 


APPENDIX 
Date : 
Page 6 



- 


f 

% 


•# 


V 


*? 




>* 

Assoc. Dir M , 


v*r 


UNITED STATES GOVERNMENT 

Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


iv 


TO 


: Mr. Adams- 


from : Mr. Long 


date: 7/11/78 

AIL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls ' 


Dcp. AD’Adm If ' 

Dep. AD 
Asst. Dir.: 

Admi/Se/vs' 

Crim. Inv. 

fdent. 

Intel! 

Laboratory 

Legal Coun. _ 

Plan. & Insp. . 

Rec. Mgnt. . 

Tech. Servs. . 

Training . 


It 

op 



F ? REALIGNMENT OF CADRE- OF 


FPA SPECIAL FAC I LIT Y^BUPLAN S 


'3 


~~~ f filial 



Public Affs. Off. . 

Telephone Rm. 

Director's Sec’y . 


b7E 


PURPOSE : To recommend that I nspector-Deputy Ass istant Director 

Frank J. Illig be assigned to I I to represent 

Administrative Services Division. 


Memorandum, Frank to Cochran, 6/9/78, recommended and 
approved realignment of | | This realignment 

entails a representative of Administrative Services Division in 
the level of Inspector-Deputy Assistant Director be assigned to 
the team. (Copy of memorandum attached) 


RECOMMENDATION : 

That TnsDftPtor-DfiPiThv Assi stant. Director Frank J. Illig 
be assigned to I l as representative of Administrative 

Services Division. 






UNITED STATES GOVERNMENT 

Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Mr . Cochran 


Frank 


9^ 


Assoc. Dir. * 

Dep. AD Adm. 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs.*,_ 

Crim. Inv. 

Ident. 

Intel). 


date: 


7/7/78 


ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 
DATE 01-27-2012 BY 60324 uc baw/sab/cls 

SUBJECT : REPORT OnXv ^SI T TO DEPARTMENT Ogj^USTICE/. 

Federal bureau ~6f inWsti^ation_emergency^ 

0PER AT10 ¥S~FACILI'TY " BYil’iDERAL PREPAREDNESS^ 
CGlNCY (FPAT 


UPLANS 


M //^ jjfw: ' ~ • ~-{'j 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 

Tech. Servs. 

Training 

Public Affs. Off. , 
Telephone Rm. _ 
Director's Sec’y . 


t'fj /O 




PURPOSE : 

To advise FPA findings resulting from FPA repre- 
sentative's visit to the emergency operations facility 
which is to be shared by the Department of Justice and the 
FBI in the event of a national emergency. 


DETAILS: 



visited the DQJ/, 

operations facility on 6/. 

[5/78. 


was 


b6 

b7 


and then afforded a tour of the space, 
reflects the result of that visit. 


RECOMMENDATION : 


The attached report 




For information. 

m 

APPROVED: 

Director 


'(EC-2J 

om M —&/ 


Adm. SerV, 
Crim. Inv. 


\ssoc. Dir, 


Ident. 
Intel!. ‘ 


.Dep, AP 5 Adm. 

Btfr AD Inv. ~~ Laboratory^, 


Legal Coun, 
Plan. & Insp.' 
Rec Mgnt. 
Tech. Servs' 



mwm 


Training \j 
Public Affs. Off, " ' 



1 - Mr. Joseph (Enc.) 
Attn: Mr. Murphy 



Enclosure 


..jFStpl, 

S3P)1 
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BuyTj.S. Savings Bonds Regularly on the Payroll Savings Plan 




TO 


.FROM 


UNITED STATES GOVERNMENT 

Memorandum, 


Mr. Donald W, Moore, Jr. 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 

1 - Mr. J.B. Adams 
1 - Mr. J.J. McDermott 


// 


S .S . . Mignosa 


c/ 


S! Aj 


subject: iBUPLANS, ^ 3 T & 

VITAL RECORDS COORDINATOR 
GS-5 

D E C LASS I F I CAT I OH AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 


PURPOSE: 


1 - 
1 - 
1 - 
1 - 

1 - 

1 - 
1 - 
1 - 


Mr. 

Mr. 

Mr. 

Mr. 


date: 6/E3/78 

D.W. Moore, Jr. 


W.©. Cregar 
K.E, Joseph 
R.E, Long 
(Attn: Placement) 
Mr. L. Colwell 
(Attn: PID) 

Mr. A.B. Fulton 


Mr. 

Mr. 


S.S. 

P.J. 


Mignosa 
Mull any 



To comply with the Planning and Inspec 
Division (PID) recommendation that the Vital Records 
Coordinator - GS-5 position be removed from the False 
Identity - Espionage-X Unit and transferred to the 
Intelligence Division. 


RECOMMENDATIONS : 


Assoc. Dir. 

Dep. AD Adm> 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Idcnt. 

Intell. ^ 6 C/jl 

Laboratory 

Legal Court. __ 
Plan. & Insp. . 

Rec. Mgnt 

Tech. Servs. _ 
Training . 


Public Affs. Off. 
Telephone Rm. _ 
Director’s Sec'y 



_ 1. Placement Unit: That Vital Records Coordinator 

GS-5 clerical position (Vacancy Notice 7800034) not be filled. 


APPROVED; 

Director 


Assoc. Dir. 

Dep. AD Adm. 
Dep. AD Inv. " 


A3m. Serv. 
Crlm. InViVK 

Ident 
Intell. ~ 



.Laboratory 



Cegal Coun, 
Plan. & Insp.' 
Rec. Mgnt, __ 
Tech. Servs, 
Training 



Public AffsTSfT 


9 AIJG 8 1978 


. 2, That the Intelligence Division either reassess 
the necessity of or take on the function of the Vital Records 
Coordinator - bearing in mind that PID findings revealed 
these functions did not necessitat'd; 'ai GSl5 Clerk_ on a full- 
time basis. r, \,' K 


approved: 

6/rector 

7 ; ssoc. Dir. 
Dep. AD AdmT 
a.ADInv. 


Ji 


A3m. Serv. 
Crim. in V./y\ 

Ident. 

Intell. 



Laboratory 


■jr v • .. 

regiTCoun, 1 f 
PlSh. & Irigpr^j 
Mgnt- “T~ 
Tech. ServsT 
Training 
Public Affs. Off 4 : 






PJM-pas 
(11).,*/ 
fas I 


73 



Buy U.S. Savings Bonds Regularly on the Payroll Savings Planf; 

SEE INTD ADDENDUM & RECOMMENDATIONS, PAGES 4&5. 


Memorandum S.'Sj Mignosa to 

Mr. Donald W. Moore, Jr., 6/X5./78 

Re: BuPlans 

Vital Records Coordinator GS-5 


DETAILS : 


As a result of the recent inspection of the 
Criminal Investigative Division (Division 6) the 
recommendation was set forth that Division 6 transfer 
the duties performed by the Vital Records Coordinator, 
a GS-5 clerical position, to the Intelligence Division, 

The Inspection analysis ascertained that the records 
primarily maintained i n anr.nrriannp. wi th FBIHQ BuPlans 

in the relocation site were for the most 

part related to Intelligence Division (Division 5) 
eases. It was determined that this function, if 
continued, would be better placed in Division 5. It 
was also determined that this function no longer required 
a full-time clerk. Recent experience in Division 6 
indicates a rough estimate of 8 hours per' month needed 
to keep records up-to-date. 

By background, a memorandum dated 1/18/77, from 
J;iG, f Deegan to Mr. R. : J,* Gallagher, captioned "BuPlans”, 
set forth the function of the Vital Records Coordinator. 

With the Attorney General’s approval, dated 11/2/76, a 
procedure wa s Set up to maintain at the relocation site 
I I documents reflecting pertinent information 

regarding subjects of Full Domestic Security investigations 
and subjects of Full Foreign Counterintelligence investigations 
(except sources, assets, foreign officials and foreign 
visitors) . At the outset of this procedure there existed 
some 230 Domestic Security cas es and 250 fo reign counter- 
intelligence cases. Currently | | there exists 

291 cases of which only 79 are of a domestic security nature. 

Of these 79 cases, 30 are in the process of being destroyed 




Memorandum S.S J Mignosa to 

Mr. Donald W. Moore, Jr., 6/25/78 

Re : BuPlans 

Vital Records Coordinator GS-5 


as a result of recent case closings. The purpose for 
maintaining these documents at the relocation site was 
for their availability during an emergency when FBIHQ 
files were not accessible. 


cases, qiD no Inng-g 
records 


Because of the decrease in Domestic Security 


sees the need for maintaining these 

During an emergency the information 

contained within the Vital Records depository could be 
obtained from the field. 


f 


The Intelligence Division should address the 
need from their viewpoint and take this into account in 
light of the Planning and Inspection Division recommendation. 


- 3 - 
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ADDENDUM: INTELLIGENCE DIVISION 6/15/78 ABF /bad 


The Intelligence Division (INTD) concurs completely 
with the Criminal Investigative Division (CID) that there is 
absolutely no need or useful purpose serv ed in the main- 
taining of duplicate records I I under this program. 

The only purpose for such duplicate records is their 
availability in the event of a National emergency that 
destroys or makes unavailable files at FBIHQ. In the. 

Foreign Counterintelligence (FCI) area, the only duplicate 
records maintained are those in pending full FCI investigations 
of U.S. persons and duplicate records thereof exist for 
each case in the field office. This program has been in 
effect for over one year and the INTD has come to the 
conclusion it is completely unnecessary for the reason, 
outlined above as well as being a needless administrative 
burden. 


Inasmuch as the Planning and Inspection Division 
(PID) has recommended the abolition of the. clerical position 
in the CID which was responsible for coordinating the program 
and in light of the joint conclusion of CID and INTD, that 
the program is unnecessary and should be abolished, the 
INTD so recommends and sees no reason for the transfer of 
the program to the INTD. 

It is further noted that when this program was 
first implemented by the CID (see J.G. Deegan to R.J. 
Gallagher memorandum dated 1/18/77, captioned M BUPLANS")> 
Bureau officials discussed this program with then Deputy 
Attorney General H. Tyler, Jr. who approved it on behalf 
of the Attorney General. Accordingly, if the recommendation 
that this program be abolished is approved, the CID which 
still has responsibility therefor should direct a letter 
to the Attorney General adising him of the discontinuance 
of the program. 

RECOMMENDATIONS: 



1. That the Vital Records Program in which 
duplicate records in Domestic Security cases and full FCI 
cases on U.S . persons are maintained at the relocation site 
I I be abolished. 




APPROVED: 


Director 
P 

Dep. 


'ecior 

p. ad l.r.-y 


Adm. Serv, Legal Coun. , 

Crim. lnv.^Wh>Plan. 8 Insp. 

. . . . Rec. Mgnt. 

Tech. Servs." 

Into.l. tt gSr Trahi’ir; 

Laboratory * , p U b:;.„ A.'ts. Off. 
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2. If approved, that CID direct a letter to the 
Attorney General advising him of the discontinuance of this 
program. 


APPROVED: 



Director 

Pop. AD A$r»: N 
Dcp. AD Inv. 


Adm. Serv v 
Grim. Inv.^W 


gal Coun. 
Plan. & lnsp.~ 
Rec. M«nt. 

nt * , . */} ToJi. Servs." 

5.1. Training 


Ident. 

Intel 
Laboratory 


Public Affs. Off. 





“ /• (Ti rr ~- . , 


E«I CLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01 _ Z7 _ Z01£ 


UNITED STATES GOVERNMENT 

Memorandum, 


9 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


TO 


FROM 


SUBJE 



Cochran 


Prank 





* 


date: 7/27/7 8 


Assoc. Dir. .. 

Dep. AD A^m. ^ 

Dcp. AD inv. 

Asst. Dir.- 

Adm. Servs. 5 

Crim. Inv. 

Ident. 

Intel! 

Laboratory 

Legal Coun. 

Plan. & Insp 

Rec. Mgnt. _ 


UTILIZATION AT THE EMERGENCY 



[ 


operatTSns^facility (EOF) 


■ "mmsm , 



blE 

'EM# 


PURPOSE : To advi se 

of the FBI 1 s EOF r~ 


of the current 


status 
] and 


of space utilization 
to respond to comment 


of the Planning and Inspection Divisions's inspection of TSD 
during February 1978. 

SYNOPSIS : A survey of space utilization in the EOF was conducted 

on 6/15/78. It was confirmed that all space alterations are now 
being coordinated with the Defense Plans Desk and the use of the 
space primarily as an EOF will be assured in the future. The use 
of approximately 8 ,000 sq. ft. of the lower level of the EOF has, 
in the past, been used for storage of surplus property and supplies, 
However, the final disposal of some remaining surplus property 
requires that Property Procurement and Managem ent Section pursue 
the disposal of surplus property with GSA, and|_ 


should continue to reorganize the supply and equipment storage 
to make additionai^space’~ava-iLabl£ for EOF operations in the event 
of an emergency^ JL/'Aj/ 

RECOMMENDATIONS^ ^ ~ ( J ^ - 

1. That the Administratio n and Operati ons Unit Chief 


and the Facility Management Officer,! 


coordinate all 


future space alterations in the EOF, with the Defense Plans Desk. 





b7E 


Memorandum to Mr. Cochran 
Re: Space Utilization at the Emergency 

Operations Facility (EOF) 


2. That the surplus property stored in the EOF be 
inventor ied and reported as surplus by the appropriate! 

"[ personnel t end the reports furnished Property Procurement 
and Management Section for disposition. 


approved: 

Director 

Assoc. Dir. 

Dep. AD Adm. 
Dep. AD lnv._ 


'Adm. Serv,_ 
Crim. lnv._J 

Ident. 

Intell. 

Laboratory 


Legal C'oun, 

Plan. & Insp. 

Rec Mgnt. 

Tech. Servs. i 

Training 

Public Affs. Off. 


mr 


3. That the Property Procurement and Management Section, 
Technical Services Division, upon receipt of surplus property 
inventory agressively pursue with GSA the disposition of, the 
property stored in room 1 of the lower level of the EOF. 








bo 

b7C 

h7E 


m 






APPROVED: 

Director 


Adm. Serv. 
Crim. Inv. 



Assgc, Dir, _ __ 
tep. AD Adm._ 
Dep, AD Inv. 


Ident. 
Intell. " 


Laboratory 


Legal Coun._ 
Plan, & Insp. 
Rec Mgnt.J^ 
Tech. Servs. 
Training 




Public Affs. Off. 



4. That the storage of supplies and equipment in 
rooms 5A and 6 be reorganized to allow immediate use of those 
areas in the event of activation of the EOF. 


APPROVED: 

Director 

Assoc. Dir. _ ” 
Dep. AD Adm’ 
Dep. AD !nv._ 


Adm. Serv. 
Crim. Inv._J 

Ident. 

Intell. 

Laboratory 


Legal Coun, 
Plan. & Insp.' 
Rec Mgnt._ 
Tech. Servs. 
Training 
Public Affs. Off, 
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Memorandum to Mr. Cochran 
Re: Space Utilization at the Emergency 

Operations Facility (EOF) 


\ 


DETAILS ; As a result of the evaluation of the FBI EOF performed 
in June, 1977, the Inspection of the Technical Services Division 
performed during the months of February and March, 1978, and in 
conjunction with the annual Federal Preparedness Agency EOF 
inspection, a survey of the space utilization at the FBI 's EOF 
was conducted on 6/15/78. Discussions were held with SAl 


bo 

b7C 

b7E 


] 


] regarding storage and supply 


eteas ot the EOF. 


In the past there has been some concern regarding the 
uncoordinated changes of spa ce in the two lower levels of 


are 

for 


Building Number 9. However, 

aware that the overruling requirement or the EOF space is 
emergency operations. The attached floor plans illustrate the 
modifications made to the space over the past several years which 
is in accord with Congressional requirement that the space serves 
a dual purpose, i.e., during non-emergency periods serve as regular 
work space, and during emergency periods serve as an EOF. The 
changes to this space, to date, have not irreparably affected its 
use for emergency functions. To preclude such a possibility in 
the future, it is requested that all space changes be coordinated 
with the Defense Plans Desk as recommended by the Planning and 
Inspection Division and agreed to by the participating! 
personnel. The required coordination should be accomplished with 
appropriate memoranda between the involved FBIHQ Divisions. 


During the survey some discussion involved rooms numbered 
1, 5A, and 6 on the attached floor plans. These rooms are located 
in the lower level of the EOF, and are currently used for storage, 
room 1 for surplus property, room 5A for communications equipment 
and replacement parts, and room 6 for bulk supplies. These three 
rooms can continue to serve a dual purpose but should be rearranged 
to clear them for use in the event of an emergency. These areas 
comprise approximately 8,000 square feet of the EOF and would be 
needed should the facility be activated for an emergency. 

The surplus property stored in room 1 should be appro- 
priately disposed of through General Services Administration. 


3 





pm 


Memorandum to Mr. Cochran 
Re: Space Utilization at the Emergency 

Operations Facility (EOfiM 


The storage of certain communications equipment in room 
5A restricts use of this room as a communications center, the 
function for which it is intended. Material stored in this 
communications center area should be only that which directly 
supports the communications equipment located there. 

Room number 6 is cu rrently the bulk supply storage area 
for the | | while it appears that this is the 

only available storage area for these bulk supplies , the supplies 
could be arranged so that they encircle the room, allowing usable 
space in the center in an emergency. 


- 4 - 
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DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 


The Attorney General 


jEomu, govbmbh* 


Director;" FBI — 

K%L'J f^A> - F- 5 A 7* ■ 

MAINTENANCE OF VITAL HECOEDS 
AT RELOCATION SITE 


>- Mr. J.B. Adams ^ 
- Mr. J.J. McDermott 
y Mr. D.W. Moore, Jr, 
I - Mr. W.O. Cregar 
1 - Mr. K.E. Joseph 

July 27, 197S 

1 - Mr. A.B. Fulton 
1 - Mr. S.S. Mignosa 
1 - Mr. P.J. Mullany 


By letter dated November 2, 1976, the then 
Attorney General Edvard H. Levi approved a pr ocedure to 
maintain at the relocation site I I documents 

reflecting pertinent information regarding subjects of Full 
Domestic Security investigations and subjects of Full Foreign 
Counterintelligence investigations {except sources, assets, 
foreign officials, and foreign visitors). These records 
were maintained for the sole purpose of their availability 
in the event of a National Emergency . f'i 

This procedure has been reassessed and found tA ^ 

be no longer necessary for the proper functioning of this 
Bureau, even in the event of a National Emergency. 


Effective July 20, 1978, 
terminated with the destruction of 
being maintained at the relocation 


this procedure was 
dup licate vital re cords 
sitel 


EX-121 
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9 AUG S 19ft 


V n Orw/'PJM : kdr U cVv 

Dep. AD inv. -Vi ^ 

Asst. Dir.: | 

Adm. Servs. 

Crim>rln vr-— ^ 

(dent ft . «. 1 ' £ 

Intell. 


/-'V 


APPROVED* 

Director 
Assoc, Dlr^ 
Dep. ADA 
Dep. AD In 


Went. ~ “ 



Went. 1 Rec. IVtent. 

/nt«j|. * — ’Tech. Servs. 

Training 
Pyt?lic WfjTdff, 


i u< 


Laboratory 

Legal Coun. _ 
Plan. & Insp. . 

Rec. Mgnt 

Tech. Servs. - 
Training . 


Exempt 
Date o; " 




Public Affs. Off 

Telephone Rm, 

Director's Sec'y 
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MAIL ROOM □ 

1978 '. 


y~,/f 1%J >T 

RAS'J-'XtZi iJ.i .ali! i Sr-iil- 


FBI/ DO J 




.ALL III FORMATION CONTAINED 
HERE III 1 5 TJNCLA5 3 IFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 


Bate* 


August 2, 1978 


by biaison 


Director # Federal Preparedness Agency 
general Services Administration 


wnTOAT uotkrhmsj 7 atil F streets # northwest 
teKRia ww- t?asbingtoiw 0* C, 20405 


Attention { Director, \/ 

Hastens Virginia Operations office 



FPh/GSA 


Eoon 4203, GS Building . 

jay Cochran# Jr* f\fi / — 

Assistant Director FBI CJWC&fcfy 

Technical Services Division 1 — 

/ *JU-oog>j c>7«r/?c 


Subject: ^FBI CADnC FERGOniJEL — *. „ 

— / fdTHQ 

Enclosed for Special Operations Officer arS^Iiroc*^''"'" 
photographs and completed G3A Ferns 9033 end 9030, each 
accompanied by completed GSh Form 3292# for Messrs., nonry ", 
Crowley# Frank J, lllig# Jr*# Sebastian S* ilignosa* Francis 
O'Brien# Edward J» O’Malley# and John P, Thomas# who arc being 
added to tha FBI relocation cadre, The above individuals have 
Top secret * clearance based on cm FBI background investigation, 
They also have ’'Special Intelligence" clear area . The dates of 
their clearances are? 


Top Secret Revalidated Special 

intelligence 


Kanry F» Crowley 1/3/55 

Frank J* lUig* Jr. 11/3/54 

Sebastian S* isignosa 10/11/43 

Francis K. O’Brien 1/25/54 

Edward J« O’Malley 9/12/60 

John P. Thomas 3 / 12^^125 


1/3/73 

1/3/73 

1/3/70 

1/3/78 

1/3/78 

1/3/78 


. n . It is reguested that badges for 

D° P ?ADAd^ZI he Issued to them* , 

Dcp. AD Inv — A 

A “ d * m °s“ s ^ - brecutivo Director# FPA/GSA - Enclosures 42 J*'K r 

Crim. inv. 1 Attention: special Operations officer “ n <?'/ #> 

66-17381 Soon 4309# 03 Building jb * y* Av] 1 */ 

Laboratoty NOTE: In the event of a national emergency requiring ~ 

Ugoi coun relocation of Government operations , the above individuals 

si u„„" sp have been designated to relocate to the consolidated Government 

tech Servs facility operated by FPA. A special pass issued by EPA is 

Troining necessary to aain. admittance to this facility. 

p 1 Ads. off \u tsJ y\ 

\eRm D IM : C ah' r 'Xl Aj 

s Sec'y ,/^MfAufROOM C3 - # C ' •** 

OcT jf ‘ 


5/10/77 

1/17/78 

5/9/77 

7/20/73 

3/5/70 

TZ^W^ % 

Facility #/) 


2 » hrocutivo Director# FPA/GSA - Enclosures 42 ’K 

Attention: Special Operations officer “n jA . o> 

66-17381 Soon 4309# 03 Building p * y* a v 

NOTE: In the event of a national emergency requiring 


fbi/doj 


« 1 ~ > 


ALL INFORHATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baisr/saB/cls 



it 



G-O'.'ERHMBKS. 


BY MAI SON 



Bate: 


Tot 


July 28, 1978 

Director, Federal Preparedness Agency 
General Services Administration 
18th and F Streets, Northwest 
Washington, D. <3, 

Attention: Director, Western Virginia 

derations Office 
FFA/GSA 

goes 4203, 08 Building 



b6 

b7C 


(t- 


* CO 

o 

” oc 


fe] 


» UJ 


ex 


D, 


From: Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 

emm pekscnnel 

/^:y S'<‘} S' ' * r 

Please delete the following individuals iron the 
list of cadre personnel of this Bureau: 


( 


i 


John c. Coleman 
William O. Cregar 


C 


The special badges assigned to the above-listed 
individuals have been returned to the Federal preparedness 
Aspggy (FPA)^$sg&al Operations Officer, 


s? 





/ 


? Hi / 


V 


Assoc. Dir. 

Dep. AD Adm. 


Enclosed Spedlal^ 'Operations Officer are three 

photographs and completed G3A Forma 9033 and 9038, each 
accompanied by completed GSA Form 3292, for lasers. Bussell J» 
Brueamcr and William A# Bayne, who are being added to the 
FBI relocation cadre. The above individuals have ”5top Secret” 
clearance based on an FBI background investigation. The 
o ep — date of Hr* Bruemaey’s clearance is February 21, 1978, -and 
Hr* Bayne’s clearance is March 13, 

64-: /^jf/ 


TBIM:p 
- (7) 


Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel I 

Laboratory 

Legal Coun. _ 

Plan, & Insp. . 

Rec. Mgnt. — 

Tech. Servs. _ 

Training x /ft I 

Public Alls. Oil /- , 1 M j A 4 Ljl*~ 

Telephone Rb. < K 

Director's Sic'/-^-, j-MAIL .ROOM “Ojjr * 


1978* 


rm 



, y 

r 



APPROVED': 


Director 

Assoc. Dir. t 

D6p. AD Adm. 

■pep.ADW._ 


<^gaox 
1SI6 

Adm. Sew. 

Crim. >nv._ 

iflertt. 

Ifttell. 

'La'bor&toty 


See NOTE page 2 


Legal Coun, 
Plan. & Insp. 
Rec Mgnt. 


Tech. Servs. 
Training 
Public Mis. Off. 


iqzfe fb 



FBI/ DOJ 


director, federal Ihreparedaees Agency 


Messrs* Bruomaer and Bays© also have “Special 
Intelligence’ 7 (SI) clearance. The date of Mr. Erueumer*:s 
clearance is February iii, 197b, and Mr. f&ym'B clearance 
is May 10, 197b. 

It is requested that badges for XPA Special 
facility be issued to then. 

I I Emergency Coordinator 

for this Bureau, is being added to the FBI relocation cadre* 
He should be r caoved fraa the “Special Exception” listing. 
In addition to I I having “Top Secret” cleara nce r 

be also has SI clearance* The date of |$X 

clearance is September £1, 1977* 


2 - Executive Director, 1PA/GSA 

Attention: Special Operations Officer 

Hoom 4209, QB Building 



NOTE: In the event of a national emergency requiring 

relocation of Government operations, Mr. Bruemmer and Mr. Bayse 
have been designated to relocate to the consolidated Government 
facility operated by FPA. A special pass issued by FPA is 
necessary to gain admittance to this facility. 


The term ’’Special Exception" is used by FPA for 
Emergency Coordinators and their alternates who require access 
to its Spec ial Facility but are not designated to relocate to 
that site. | \ FBI Emergency Coordinator, is being 

designated to relocate to the Special Facility and FPA is being 
advised. to remove him from the "Special Exceptions" cadre 
listing. 



ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc bau/sab/cls 





To: 


FEDERAL GOVERNMENT 


BY LIAISON 


August 8, 1978 

Director, Federal Preparedness Agency J/s 

General Services Administration \>/ 

18th and F Streets, Northwest Vs-v' yff , 

Washington, D. C. jz /r -/ 

Attention: Director, ^ 

Western Virginia Operations Office 

FPA/GSA 

Boom 4203 


From: Jay Cochran, Jr, 

Assistant Director FBI 
Technical Services Division 


Subject: 7 FBI CADRE PE RSONNEL 

0 ^uJ)kv\s - ' ^ & r , H- 6{ 

Please deleto the name of Mr. Bobert J. Oglesby, Jr* 
from the list of cadre personnel of this Bureau. His special 
badge has been returned to Federal Preparedness Agency (FPA) 
Special Operations Officer. 


Enclosed for Special Operations Officer are three 
photographs and completed GSA Forms 9033 and 9038 each 
accompanied by completed GSA Form 3292 for Mr. Conrad S. 
Banner, who is being added to the FBI relocation cadre. 

Mr. Banner has ”Top Secret” clearance based on an FBI back- 
ground investigation. The date of Mr* Banner*s clearance 
is March 19, 1962, revalidated January 3, 1978. 


Assoc. Dir. 

Dep. AD Adm. . 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Scrvs. 

Crim, Inv. 

Ident. 

Intel 1 


It is requested that 
Facility be issued to him. j / 

REC-114 Hi * {pip 

Executive Director, FPA/GSA 


a badge for FPA Special 

!73f/- 


"2 - 


Attention: 


Special Operations Office# 
Boom 4209, GS Building 


Laboratory 

Legal Coun. _ 

Plan. & Insp. 

Rcc. Mgnt. 

Tech. Servs. 
Training 

TelcTptyjnjf 

Direrfor’s Sec'y 


66-17381 

DIM 
(7) 

W\ 

0 1 

MAIL ROOM 




P 



Enclosures 



APPROVED: 

Director 


See NOTE 

Adm. Serv. 

Crim. Inv. 


Assoc. Dir. 
Dep. AD Adm. 
Dep. AD Inv. 


Ident. 
Intell. ” 


Laboratory 


23 AUS 1 0 

page,*^-— *• 

__ Legal Coun, 

__ Plan. & Insp.' 

Rec Mgnt._ 

_ Tech. ServsT 
— Training 
_ Public Affs^ffT - 


- - o 

v/O 





Director, Federal Preparedness Agency 
General Services Administration 


NOTE: 


In the event of a national emergency requiring 
relocation of Government operations, Mr. Banner has been 
designated to relocate to the consolidated Government facility 
operated by FPA. A special pass issued by FPA is necessary to 
gain admittance to this facility. 


T V. ’ 

V 

» '> All INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 




Date: 

Tbs 


m LIAISON 


September 20, 1978 


Executive Director, FPA/GSA 
Room 4200, GS Building 
18th and F Streets, Northwest 
Washington, D. C. 





b6 

b7C 


Attentions Spec la 


From; 


Subject>#fBX CADRE PERSONNEL 



Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 


rations Officer 






\L 


Please delete iron your listing of effective 
Federal Preparedness Agency (FPA) Special Facility passes 
card number 1231, issued to Mr, James G. Ingram, who is 
a member of the FBI Cadre. Mr, Ingram advised, on 
September 25, 1978, that the pass had been destroyed 
by fire while other outdated documents were being 
incinerated* 


r-v 


Assoc. Dir. 

Dep. AD Adm. . 
Dep. AD !nv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel! 


Laboratory 

Legal Coun. _ 
Plan. & Insp, . 

Rec. Mgnt. 

Tech. Servs. _ 
Training . 


Public Affs. Off. 
Telephone Rm 
Director’s Sec’ 

0 


You are requested to issue a replacement pass 
for Mr* Ingram* Information pertinent to the issuance 
of the replacement pass is on record with your office. 
Should additional irtfmnwft'fcinn Hp> i*Arm-i r»r»>4 oiflaae coniaat 


1 - Mr. Ingram 

/ 36-17381 

,J)FS:pld 

( 6 ) 


" J ^0 REC-3? 


b6 

b7C 




V-52 


&E-29 


c/ ^ ■' 


/ 


j® oct e !?7 n 


NOTE: See attached statement furnished b y_SA James O. Ingram, 

dated 9/25/78. FPA regulations require t ha t~~FPS“"T3e -ad* i s e d 
of loss of the^ FPA Special Facility passes. 


I 





***** 
/ 




/mV 





FBI/ DOJ 



September 25, 1978 


The Pass which, was previously issued to 
Deputy Assistant Director James 0. Ingrain, Criminal 
Investigative Division, by the Defense Plans Desk 
has been destroyed. This Pass was accidentally 
destroyed in an incinerator while burning FBI Handbooks. 
This Pass had been inserted inside a safe cover of 
the Handbook by SA Ingram and inadvertently was 
destroyed by fire. 



- 2 - 
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UNITED STATES GOVERNMENT 

Memorandum 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 

UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 



TO 


: Mr . McD er mo 1 1 


date: 


9/1/78 


from : j. Cochran, Jr.wC/ryj 




ssoc. Dir. 



tfep. AD Adm. 

Dep. AD Invr 1 

Asst. Dir.: 

Adm. Servs. * 

Crim. Inv. 

(dent. 

Intel!. m . ^0 

Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Hgnt. 

Tech. Servsi 
Training 



subject: ORIENTATION AND TOUR OF , _ 

^MDERAL_RRERAREDNESS--AGENCT 
^'special FACILITY* * — — — — . 

-BUPLANS - C ' 

PURPOSE ; To outline the program related to an orientation 
tour of the FPA Special Facility and to solicit from the 
Director a date on which he will be available for same. 


Public Alls. Off. 
Telephone Rm." 
Director's Sec'y 


and 


DETAILS : The Director and executives were briefed on relocation 

procedures on August 29, 1978. At that time, the Director 
indicated an interest in an orientation and tour of the FPA 
Special Facility. 

Contact has been made with Mr. Edward J. Leonard, 
Assistant Director for Plans and Operations ,, FPA Special 
Facility, regarding such a program. Mr. Leonard, advised that 
the Director of FPA has expressed a desire to accompany 
Director Webster and has suggested any one of the following 
dates for the visit: Wednesday, September 6; Wednesday, 

September 13; Thursday, September 14; Wednesday, September 27T 
or Tuesday, October 3. A review of the Director's schedule 
discloses Tuesday, October 3, as the only day on which he is 
not previously committed. If October 3 is not convenient, a 
later date can be arranged. „„„ 

EEC-109 

The program for officials visiting the Special 
Facility is as follows': 





® U-J7W- 



5)' 


9:00 

a .in. 

9:30 

a.m. 

10:00 

a.m. 

10:45 

a.m. 

11:30 

a.m. 

12:30 

p.m. 

1:00 

p.m. 


Depart from the Pentagon by Air Force 
Helicopter 

Arrive FPA Special Facility*** mww 
Commence briefing 

Commence tour of facilit^^ qqj g 1973 


Lunch 

Depart Special Facility 

Helicopter 

Arrive Pentagon ;" [1 




a i j 



1 - Mr. Adams 
1 - Mr. McDejcpott 


1 < 


1 



1 - Telephone Room 



T>FS :pld J — . 


CONTINUED - OVER 
^vings Bonds Regularly on the Payroll Savings Plan 


FBI/ DOJ 




-ir 






Memorandum to Mr. McDermott 
Re: Orientation and Tour of 

Federal Preparedness Agency (FPA) 

Special Facility 

Buplans 


Upon indication of a desirable date and the 
identities of any personnel the Director desires to 
accompany him, appropriate passes will be obtained for 
site access. FPA has indicated the maximum number 
they can handle, including the Director, is eight. 

RECOMMENDATION : 


That the Director indicate if October 3 is an 


acceptable date for this briefing and the indentities of 
those personnel he desires to accompany him. 



approve 



Director 
Assoc. Dil 
nmp. AD, 



Adm. Serv._ 
Crim. lnv._J 

Ident. 

intell. 

Laboratory 


Legal Coun. 

Plan. & Insp. 

Rec Mgnt. 

Tech. Servs. 

Training 

Public Affs. Off. 


£ 
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DEC LASSIE I CATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 


x 




Date: 


To: 


80 


From: 


January 31 , 1979 

T£fhlV$ B 
Mr. John E. Bex 
Regional Director 
Federal Regional Center 
Olney, Maryland 20832 


Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 


Sub j ectY^EQUESO^EC 



b7E 

’U> 


m 



(U). 01 .. 

vvp ( AD Adm. — — f 
Dep. AD Inv — 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 


JSBAEEEB-K AfflEB^SJJRpY 

$ 4/ J>/0/7-f 

During July, 1977 > representatives of the Defense 
Civil Preparedness Agency (DCPA), Federal Preparedness Agency, 
and other Governmental entities involved in national planning, 
perfo rmed a survey of the Federal Bureau of Investigation 
(FBI) I ~l relocation site. Various recom- 

mendations concerning structural integrity, communications 
and life support systems resulted from that survey. Among 
those recommendations was the following: (U) 

718141 

!1 Conduct a thorough computation of all water 
callable to the EOF as well as projected water requirements 
uring emergency operations. Request DCPA assistance in 
[ (Computing the quantity and availability of trapped water. 

identify other nearby sources of trapped water in the event 
j^JOF water sources are consumed or lost.” (U) 

Ua 

It is understood that personnel assigned to the 
iEjCPA Region Two, Federal Regional Center, are qualified to 
t cbnduct the type of survey recommended by the emergency 
derating facility (EOF) study group* Your assistance in 
affording a trapped water survey would be appreci.at gdJ&y 


Intel! 

Laboratory . 
Legal Coun. 


-1 - Mr. Jos 
I (Attn Mr. 

T,.„„ „ 

Public Afls.0ff._X 6 ) V A\ 

Telephone Rm 7/1 

Director’s Sec’y MAIL ROOM C0 


Plan. & Insp. . 

Rec. Mgnt. ^T\ 1 

Tech. Servs. — 



See NOTE page 2 


FBI/ DOJ 




Mr. John E. Bex 


<U) 


NOTE: A. C. Prank memorandum to Mr. Cochran, 8/3/77, captioned 

"Buplans Evaluation ! I Emergency Operating Faci lity 

(EOF)," approved the on-site evaluation of | j EOF 


as the Bureau’s policy relative to the operation and enhance- 
ment of the EOF. This letter is consistent with one of the 
recommendations made in the evaluation report . 


APPROVED: 


Adm.Sertf. 
Crim. Inv._ 


Director . ident. 

Asso - inteH. 

Dep. AD Adnu — ^ ahnratory 

Dep« AD lnv < 


Legal Coun. __ 

plan. & InSp. 

Pec Mp,nt. 

Tech. Serv$.___ 
Training 

public Affs. Off. 




b7E 


- 2 - 





ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 


% 


i 




O 

V;. 


« _ 

Date: 

To: 


FEDERAL GOVERNMENT 1 






February 16, 1979 


r J ' r 



From: 


Jay Cochran, Jr. 

Assistant Director FBI 
Technical Services Division 


Subject: ^^OST EgTBjAT fi FOR IHSTALLATIQ^ 

^ofIbj.ast doors 


Reference ‘ special Agent J. S. Morphy's letter 
you dated January 23# 1979* 

and [ 


Personnel aligned to thfiJ 


tor the Federal 

representative revested additional in£or«tion ccncernrng 
the structural requirements ot the bla^t aoor-. 



00 

CD 

r^. 

CD 

Q ' 

Ui 

CO 

*JI 

C<* 

< 

CO 

Im 

UJ 

U~ 


the structural requirement 

nu„ follow inq should be considered when preparing a 
“U esticafe ^“s^ion and installation of the closures: 


1. 


ca 

u. 


Sr 


Opening Sise: 


b7E 


iissoc. Dir. 


Dep. AD Adm. 
Dep. AD Jnv. . 
^sst. Dir.: 

Adm. Servs._ 
Crtm. Inv, 
ldent. 

Intell, 


Laboratory 
Legal Coun 



Doors are to sv?ing 
Doors are to be 


exterior of office space. 

— ■ — PE-54 





Poors should be able to 


T 


PlafT. &hsp. -— 0 

Teck.Aervsv. DFiS 2 C 

T raining V, ¥C" \ " 

Public Mis. OH rO ^ d 


of incidence 





i t FEB 26 1979 




C22 


|rQV£D> 


Felephone Rm. 
Director's Sec’y 


MAIL R 



SEE NOTE PAGE TWO y ^ tor _ 

I *- Assoc. Dir. 


Adm.Serv._ 
Crim. Inv. 


Dep. AD Adm. _ 

Dep. AD Inv. _ 


ldent, 
Intel!. ’ 


Laboratory^ 


Legal Coun._ 

plan, & Insp. ! 

Rec Mgnt. 

Tech. Servs. 

Training 

Rablictftfts.Off. 




f 


Commander W. Currie 



7. 

8 . 

9 . 

10 . 

11 . 


b6 

b7C 

b7E 


Should addit ional informat ion be nece ssary , please 
contact | | Telephone No. 


NOTE: SA I (Administration and 

Operations. Training Division, after consultation wit h 


nsfense Plans Desk, s ent the referenced letter to tne 
Public Works Officer, 


soliciting assistance in determining tne cost tor 
installation of blast doors at the FBIHQ Emergency 
Operating Facility (EOF) . The Public Works Office 
representative requested additional information to 
assist him in developing the cost estimate. Installa- 
tion of blast doors was one of the recommendations 
contained in the evaluation of the EOF conducted during 
1977. That survey was subsequently approved as Bureau 
policy, and this communication represents the initial 
step in implementing that policy. 




DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 


DATE 01-27-2012 


UNITED STATES GOVERNMENT 

-'Memorandum ' 


chran 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


date: 3/22/79 


W. A. Bays^ 0 &U/F /jJjjL 


Assoc. Dir. „ 

Dep. AD Adm. _ 

Dep. AD !nv 

Asst. Dir.: 

Adm. Servs. 

Crim. Inv 

Ident. 

Intel! 

Laboratory 

Legal Coon. 

Plan. & Insp. 

Rec. Mgnt. 

Tech. Serys. 

Training 

Public Affs.Off.. 

Telephone Rm. 

Director's Sec'y _ 


^MERGENC^O BERAIING FACILITY (E OF 

SCHEDULE OF AC TT VT T TE s1f_0R JUPGRADING__BUPLANS / t,,', / ^ ^ 

Reference Systems Review Boar d~ re sponse , 2/'YQpT$r~~*~’ 
(copy attached for information of the Training Division) . 

PURPOSE : To advise the Training Division of the activities 

necessary for the upgrading of the EOF, and to formalize the 
agreement of cooperation regarding tasks to be performed in 
the enhancement effort. (U) 

DETAILS : The Systems Review Board response, 2/16/79, outlines 

the various tasks necessary to upgrade the EOF to an acceptable 
and operational level. The assistance of personnel assigned 
to the Training Division is required inasmuch as that Division- — 
has responsibility for the physical operation of the EOF 
during a national emergency, as wellas maintenance of the 
facility during normal conditions. (SjcT 


RECOMMENDATION : That the Training Division designate specific 

individuals, consistent with the tasks to be performed, to 
assist the Defense Plans Desk in its effort to upgrade and 
enhance the EOF and its operations. (U) y - ,i 


A A pproved: 

../■ Director 

. Assoc. Dir. 

S£*s 

1 Tt EHCL0S& 


Adm. Serv. 

Crim. Inv. 

ident. 

lntell. 

• Laboratory^ 


Legal Coun. 

Plan. & Insp. 

Rec Mgnt. 

Tech. Servs/i^ 
Training 

public Afts.Qif. 


| I tRULU^wsu. 

1 - Mr. Joseph__LEnnl- 
(Attn : SA 

1 - Mr . Courtney (info] 

fe :p1 ^ f 



3 1 

S3 MAY-33-*i979 



hlkfjfox REV-LEW S/66/y?- 



4 JUN 19 79 


Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan 



DECLASSIFICATION AUTHORITY DERIVED FRQ1- 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 


Best Copy Available 
/ 

( 


W 1 * 




V "<■ c> 

/ .-Vl .iii, 


ccciiT’.f.it , s.* 71:5, .??i; 
i-ayse , rr 71*15, *215 
loyd, e»: 7159 , #213 

CURISTEHSEI-?, RM 6*121, 
TORFSY, RH 1331 , £153 
WITS2L, RS5 6875, *'212 
COURTNEY, KI1 1863, #15^ 
VALCZYi 
AREOGASj 


'KOVJCKI , Rf-i 1863, #153 
LST, PM 6860, 1*212. 


2/16/7 9 


r.u : 


EMERGENCY OPERATING FACILITY (EOF) 
SYSTEM REVIEW BOARD : l/lC/79 


1. TS - To facilitate a better underc landing. of the EOF 
project and have a visual aid or handout to be used at budget 
or sin-liar presentations, prepare a matrix showing each 
essential functional element of the EOF, current status of 
each element, required status of each element to establish 
integrated target thresholds at a 30 day requirements level 
and to achieve a 70 - 75 % hypothesis that EOF will remain 
operational, actiors(s) required and cost or best estimated 
cost of action(s) to improve element status to the required 
level, and bent estimate of tir.-.e to complete each required 
action. 


Attached hereto is the requested natrix. Those 
dollar amounts noted with an asterisk (*) have already been 
exn-eruied or are ‘obligated, and do not represent required 
funds. 



(tb-ft#/ 



TOIOSBRE 


;b J»T 


b7E 


~ -xrecitc. -ana clorel;* monitor all tasks associated 
v’lth placin'; the g: or cncy pen orator Ip an ore rational status, 
:'y February 1, 197*>, advise the DEB of the status of this 
tassr, and every rO Joys thereafter until the venerator is 
operational . Include all outstanding aspects of this task 
in each status nemo. 

Attached rver.o to the SRB, 2/1/79 . reflects the 
current status of the enerrency generator task, 

3 • - Det-ornine whether manual blast, doors are sufficient 

for the 110? entrances . or whether mechanical blast doors are 
required. 


A meeting with .an en-ineerir.:; 
the Pu blic Works Office, 




[ I snd personnel fissioned to the 

2/1S/79* In the c ourse of tho >n<* P t-.-?n 
manual blast doors 
elect rc-mec hanical 


v.as held on 


it was determined that 
The installation of 


of the EO?. 


doors vi 11 not increase the survivability 
Under the scenario of events, as pror-ulrated by 


the rod era 1 Treparedness A penny , the reloc&ieea will be in 
place prior to any blast or radioactive fallout. After the 
Detonation of nuclear devices in the vicinity of the EOF, it 
is extremely unlikely that anyone will arrive at the EOF. 
Therefore, a relatively unsophisticated blast door ie sufficient, 
An additional consideration is that the nore complicated and 
sophisticated the door, the more expensive it will he. It is 
the intention of the Defense Flans beck to acquire the least 
expensive closures which will fulfill the- functional require- 
ments. The Public Forks Office has advised it will furnish 
the FBI a cost estimate for procurer ent and installation of 
the type of doors required. 


'* • — Determine the ultimate destination of contaminant 

washed out of contaminated clothin*~ v end the effects that 
this contaminant nay have on the environment at its destination 


i i has advise. 1 that 

the contaminant washed out of the contaminated clothlnr would 
r:5x vith sevape from the EOF and be discharged approximately 
7f yards froo: the bull-din-'.. The point of discharge is above 
p round and into a rally. The effec-ts cf the contaminant on 
toe environment at its destination is considered to be insig- 
nificant, inasmuch as the entire environment will be 'hot' with 
radioactive fallout . 
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Date: 

To: 


March 13, 1979 


. / ? 

B^ LIAISON 



- n 
' o 


Director, Federal Preparedness Agency 
General Services Administration 
ISth and F Streets, N.\v, 

Washington, D. C. 20405 G0 -^ t r, EI - 

Attention: Director 

Western Virginia Operations Office 
FPA/GSA 

Room 4203, GS Building 

From: 3 ay Cochran, 3r. 

Assistant Director FBI 
Technical Services Division 

Sub) ect><FB I ^ADRE PERSONNEL 

* 'X ■' ; - ■ 

Please dcrixrfe~Th£ — frrH-owi-ng* names-~ijioin^ist_of_ 



cadre personnel of this Bureaus Messrs. Francis X. O’Brien 
and Frank 3. Iiiig, 3r, Their special badges have been 
returned to Federal Preparedness Agency (FPA) Special 
Operations Officer. 

Enclosed for Special Operations Officer are three 
photographs and completed GSA Forms 9033 and 903S, each 
accompanied by completed GSA Form 3292, for Mr. \7. Douglas 
Gow, 0% who is being added to the FBI relocation cadre, 

Mr. Gov/ has “Top Secret” clearance based on an FBI background 
investigation. The date of Mr, Govv**s clearance is 3unc i4 
1905, revalidated 3anuary 2, 1979, 


Mr, Gov/ also has ’’Special Intei i igence” (SI)( 
*<3 clearance. The date of Mr. Gov/’s clearance is March 8 

P \\ 


%% 


It is requested that a badge for FPA Special 
Facility be issued to him. 


To assist you iri 
following is submitted: 



Mr. Conrad S 


'dating your records, the 

C £- IlD'il 

assigned to the FBI 


. is 


Assoc. Dir. 

Dep. AD Adm. 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel I 


relocation cadre, has SI clearance dated August 9, 197S, 

i * 

- Executive Director, FPA/GSA - Enclosures (7) 


Laboratory 

Legal Coun. _ 
Plan. & Insp. 

Rec. Mgnt. 

Tech. Servs. j 
Training, 


— D1 


in 


Attention: Special Operations Officer 

Room 4209, GS Building 


* i MAR 14 1973 


cd%J (6) 
; 66- 1738b * 


SEE NOTE ON PAGE TWO 


Public Aff s«jOff . JL_L* 
Telephone Rmr- 
Director’s Sec’y 


W 


AIL ROOM 



vm 


APPROVED: 


Adm. Serv. 
Crim. Inv. 


Director 

Assoc. Dir. __ 

Dep. AD Adm. Laboratory" 

Dep. AD Inv. 


Ident. 
Inteil. ’ 


Legal Coun._ 
Plan. & lnsp. 
Rec Nlgnt. J 
Tech. Servs._ 
Training 


-~^T 


bo 

b7C 




Public Affs. Off. 


t 


Director, Federal Preparedness Agency 

Attention: Director, Western Virginia Operations Office 


NOTE: Mr. Gow has been designated to relocate to the 

consolidated Government facility, operated by FPA, in the 
event of a national emergency requiring relocation of 
Government operations. A special pass issued by FPA is 
necessary to gain admittance to this facility. Mr. Banner 
did not have SI clearance at the time his Special Facility 
pass was requested and that information is being submitted 
at this time. 


2 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc bair/sab/clE 


r b6 
b7C 


FEDERAL 


BY LIAISGM 


Date? 


April ft, 197* 

Director, Federal Preparedness Agency * $ 
General Services Administration y 

18th and F Streets, Northwest / 

Washington, D» C. \ 


T / 


Attention: Director, ^ 

Western Virginia Operations Office 
FPA/GSA 

Room ft203, GS Building 

Say Cochran, Jr. 

Assistant Director FBI 
Teckrfical Services Division 


Frem: 


Subject CADRE PERSONNEL 


Pi case delete the name of | 

from the list of cadre personnel of this Bureau. His 
special badge has been returned to Federal Preparedness 
Agency (FPA) Special Operations Officer. 

/ / 

Enclosed for Special Operations Officer are three ^ 
photographs and completed GSA Forms 9033 and 9038, each ^ — — 
accompanied by GSA Form 3292, for Ur . Wil Ham G. Courtney, 
who is being added to the FBI relocation cadre, far* Courtney 
has "Top Secret" clearance based on an FBI background investi- 
gation* The date of Ur. Courtney's clearance is January 9, 
1987, revalidated January 2, 1979* He also has "Special 

Intelligence" (SI) clearance. The <&te of this clearance 

Is July 13, 1978. Ur. Courtney r^lbces | 

as Emergency Coor^^r^r^thiS^ureau^ SS’^'k 

1<tnr n . r It is requested that a badge for FPA Special" 

Dep?ADAd^TEiiciiity be issued to him. pp* 10 1979 

Dep. AD Inv 23 r ‘ 1 '* 


Executive Director, FPA/GSA 


(EhCTosur 


Attention: 

E^pld 


Special Operations Officer 
Room ft2Q9 , GS Building 


— MAIL ROOM CLT ^ 

hi 


APPROVED: 

y J^/ Director 

fi* Assoc. Dir. 

Dep. ADAdm. 
Dep. AD Inv. 


Adm. Serv._ 
Crim. Inv. 

Ident. 

Intel!. 

Laboratory 


-s e&TrMSre: 

Rec Mgnt. 

_ Tech. Servs 7^7 
„ Training VP 5 
. Public Affs. Off. 



Y 



l 

Director, Federal Preparedness Agency 


NOTE: Mr. Courtney has been designated as Emergency Coordinator 

for this Bureau and will relocate to the consolidated Government 
facility, operated by FPA, in the event of a national emergency 
requiring relocation of Government operations. A special pass 
issued by FPA is necessary to gain admittance to this facility. 
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by umm 


pate: April 2G, 1979 federal government 

To: Director, federal Preparednaaa Agency 

General Services Administration V) 

18th and t Streets, Northwest v 

Washington, D. C» 

Attention: Director 

Western Virginia Operations Office 
FPA/OSA 

Boos 4203, GS Building 

from: Jay Cochran, Jr* 

Assistant Director FBI 
Technical Services Division 



Subject: FBI CADRE- PEKSGNNBB 


T 

Jj'-U 


A" 





Enclosed for Special Operations Officer are three 
photographs and completed QSA forma 0033 and 9033, each 
accompanied by completed GSA form 3292 for Hr* Thomas C. Kelly# 
who is being added to the SBI relocation cadre. Hr, Kelly has 
’‘Top Secret* clearance based on an FBI background investigation* 
The date of Hr. Kelly’s clearance is November 29, 1965, 
revalidated January 2, 1979* 

It is requested that a badge for fPA Special Facility 
be Issued to him. 


Executive Director, FPA/GSA 
Attention: Special Operations Officer 

Room 4209, G3 Building 


(Enclosures *• 7) 

4 . 4 - / 


Assoc. Dir. 

Dep. AD Adm. . 
Dep. AD Inv. 
Asst. Dir.: 

Adm. Servs. 

Crim. inv. 

Ident. 

Intel I. 


REC- VI 



Laboratory . 
Legal Coun. . 
Plan. & Insp. . 

Rec. Mgnt. 

Tech. Servs. _ 
Training . 


66-17381 

3>*1 

DIM 

(7) 




3 U 


Public Affs. OH. 
Telephone Rm. _ 
Director’s Sec’y 

O ‘ ' 

/ 




v'T 


j 


j 


9 MAY 4 1979 


See NOTE page 2 


APPROVED: 

Director 


Adm. Serv. 
Crim. Jnv. 


{ 


"MAY 


MAIL ROOM C£K 

A 1979 


Assoc. Dir. _ 
Dep. AD Adm. * 
"‘° r >, AD Inv. 


Ident. 

Intel _ 
Laboratory 


Legal Coun. 
Plan. & InspY 
Rec. Mgnt. 


Tech. Servs. Q< 
Training l 
Public Affs. Off; 


FBI/ DOJ 



Director, Federal Preparedness Agency 
General Services Administration 


NOTE: 


In the event of a national emergency requiring 
relocation of Government operations, Mr. Kelly has been 
designated to relocate to the consolidated Government 
facility operated by FPA. A special pass issued by FPA 
is necessary to gain admittance to this facility. 
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UNITED STATES GC^^tNMENT 

Memorandum 




UNITED STATES DEP^SflENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Assoc. Dir. 

Dcp. AD Adm. 
Dep. AD Inv. 
Asst. Dir. 

Adm. 

Crim. 

Ident. 
tnleii. 



TO 


: Mr. M 


date: 3/27/79 


Laboratory _ 
Legal Coun. . 


FROM : Mr. Long %f { c 


ALL INFORMATION CONTAINED 

HEREIN 15 UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw'sab/cls 


Plan. & Insp. 

Rec 
Tech 
Training 

Public Affs. Off 

Telephone Rm 

Director’s Sec'y 




subject: ASSIGNMENT OF INSPECTOR-DEPUTY 

ASSISTANT nTR-Kf!TOR THOMAS f! TfttT.T.V 


OBUPLANS MATTERS 




PURPOSE: To recommend that Inspector-Deputy Assistant Dire ctor 

to 


5 ' 


Thomas C. Kelly be assigned to 
represent the Administrative Services Division. Mr. Kelly is being 
recommended for this assignment to replace Mr. Illig who retired 
recently. 


RECOMMENDATION: 

Tha t Inspector-Deputy Assistant Direc tor Thomas C. Kelly 
e assigned to l ~k s the representative 


of the Administrative Servic 


& 


c-?ir on - 

* log 


APPROVED: 




A/ Director __ 

,\F 

l ft. . /.fM . - 


A&m. Serv. 
Crim. Inv. 



r* AD Inv. 


Ident. 

Intell. 

Laboratory' " 


Legal Coun, 
_ Plan. & Insp/ 
Roc. Mgnt. 
— Tech. Scrvi? 


7ro<r«»n£ 


b7E 





















- //j r/ 




1 - Mr. Adams 
1 - Mr. McDermott 
1 - Mr. Long 
1 - Mr. Cox 


SO APR 23 1979 




Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan 
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Assoc. Dir. 

Dep. AD /$m. . 


UNITED STATES GOVERNMENT 


Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


: Mr . Cochran 


date: 3/23/79 


from : W. A. Bayse 


XJM * — * 


SUBJECT 


LC^DEE-OEJ L — V' 

^ERA L PREPAREDNESS AGESSQ LJLE^^ 

BUPLANS FTT /*. 

Re A. o F r anlT t^'MlT^Co ^hTan^hierno r an d urn , 
captioned "Realignment of Cadre of I 
FPA Special Facility, Buplans." 


Dep. Inv. 

Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident 

Intell. 

Laboratory 

^OLegal Coun. » . 
^Plan. & 

yfech.'fiervs. v 
\Traininq 

Pu 6 Kt-#?fs. Off 

Telephone Rm. 

Director’s Sec’y 


H€(0% W ■VV i 

C—rr-rTr;,. 6UM 


PURPOSE: To submit for appr oval the ass ignment of SA William G. 
Courtney to the cadre of the I which is to relocate to 
the FPA Special Facility in the event of a national emergency. , 


DETAILS: Rememo established the policy that wh en personne l a/e 

recommended for assignment to the cadre of the I I thp 

recommendation is to be approved by the Associate Director, who 
is the leader of that team. ^ 


Included 

Division is the ass 
Administrative Unit 


communications Sect 
Defense Plans Desk 
Coordinator for the 
cadre member of the 
leader in matters o 
operations during a 


in the reorganization of ~the Technical Services 
ignment of the Defense Plans Desk to the 
, effective 4/1/79. SA Courtney, Chief of that' 
rrmended to replace the current cadre m ember , 

~~| Tele- 

Ton"! By virtue of his supervision of the 
and his resultant designation as Emergency 
FBI. SA Cou rtney should be designated as a 
I I to enable him to advise the team 

f field office relocation and emergency 
. national emergency. 


RECOMMENDATION: That the Associate Director approve SA William G. 

Courtney as a member of the Cadre of I ! /.»•? 

t/£f 



DE-53 A (p ' / 7 3 §/ ^3Six 


4APPRI 
Uil yf Direct 

" A - 


>.PPR0V®£ Adm. Sew, ' LSsgfeP&SSn. 

. Qrimdav. ' ~ ” P(?J4n?!&T?Sp. 

/irector * LgacMgafa .' ~ , 

d ( 3 m . — r.. 

Jap.-. AO maiKia q 

lap.-^jov. r^'T |Lfe&@StetfOjy 

“ v ‘ — r {f bbmsbs« gSSS^jP" 


>l 1 



1 - Mr . Adams 
1 - Mr . McDe rmo 1 1 
- Mr . Courtney 

M 2*1979,, 


U-'*' 


S3 MAY 9 1979 L 
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UNITED STATES GOVERNMENT 

Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


/to 


date: 5/9/79 


Mr. Cochran 

(Attn: Defense Plans Desk) 

7 Jpfl AIL INFORMATION CONTAINED 

from : E. Joseph herein is unclassified 

DATE 01-27-2012 BY 60324 uc baxj/sab/cls 

subject: ^EMERGEN CY O PERATI NG FAC.TT.TT Y— ( EOF ) 

^6 u vlms -P.b. 1, AC-? 1 


Reference Systems Review Board response, 
dated 2/16/79 and memo Bayse to Cochran dated 3/22/79, 

As requested in Bayse to Cochran memo, the 
Training Division will supply assistance in the 
following areas. All items listed in Systems Review 
Board response as current will not be addressed. 

Air conditioning, fire protection, food, 
laundry facilities, wa ter will be handled by 


Medical supplies ~ 


Emergency generator -- 


should be contacted 


regarding all other areas. ^ ^ j 


Assoc. Dir. 

Dep. AD Adm. . 
Dep. AD Inv. _ 
Asst. ^ Dir,: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel! 


Laboratory 

Legal Coun. _ 
Plan. & Insp. . 

Rec. Mgnt. 

Tech. Servs. _ 
Training _ 


Public Affs. Off. , 

Telephone Rm. 

Director’s Sec’y _ 



b6 

hlC 


DE4! J( ,f WAY 18 1979 


RECOMMENDATION: 


That the Buplans Desk contact the above 
named individual when assistance is needed. 





iT - Buplans Desk 
/IfLFR: jrs. 


f 


ii}}^ 


_ Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan 
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** UNITED' STATES GOVERNMENT 

Memorandum 


TO : MR. COCHRAN 


FROM : w. G. COURTNEY “ 


V 

'J 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


date: 6/6/79 

DEC LAS S I F I CAT I OH AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-Z7-Z012 


Asst. Dir.: 

Adm. Servs. 

Crim. Inv 

Ident. 

Intel! 

Laboratory 

Legal Coun. 

Plan. & Insp. _ 
Rec. Mgnt. 
Tech. Servs. 

Training 

Public Affs. Off. 
Telephone Rid. - 
Director's Sec’y 


SUBJECT: DE.SXGNATION OF AN INTERIM 


CFENSE PLANS 




j> y f In 'i~ 



PURPOSE : To request the Director's con sideratitm of naming 

an interim | | to serve until such 

time as an Associate Director is appointed. (U) 


DETAILS : The FBI has been designated as a Category A agency, 

and in accordance with Office of Emergency Prepared- 
ness (OEP) Circular 9100.2, has designated three executive 
teams. The OEP Circular states in part: 

"Organizations in Category A are to establish three 
executive complements, or teams, at the National level composed 
of the minimum number of personnel needed to perform essential 
national functions during an immediate preattack, transattack^YT~j 
and immediate post attack period. In the event of attack f / y 
emergency, one executive complement would comprise the minimum ' 
cadre for continuous departmental or agency leadership from the 
National office for initiating emergency operations during 
non-duty hours or directing them in duty hours; a second and 
a third would each report, on instructions, to separate designated 
emergency operating facilities outside the Washington, D. C. 
area, one of which is a consolidated emergency operating ^ 

facility...." <0) x 

_ _ , ^ j i j n't __ n 


The Associate Director 'has traditionally served^, 
the Team Leader of the cadre which will relocate to the I 


The team is composed of the Associate Director, seven Deputy 
Assistant Directors, and other investigative and support personnel 
(totaling 18) representing divisions other than the Training, 
Records Management, and Planning and Inspection Divisions. The 
function of this team will be to assume respons ibALit ^-fP-y ^—^--^ 
direction of the FBI during a national emergency requiring 
relocation-tof the .civ ilian government, tsl n a 

1 ’-Mr'. Cociiran 

>1 - Mr. Steel of - Review for Declassifica tion 

m. - Mr! Courtney ^ (RECOMMENDATION - OVER) 


l tftr 

- Mr . Cochran 

- Mr. Steel 

- Mr . Courtney 

SfrS: jo* 


Savings Bonds Regularly on the Payroll Savings Plan 





Memorandum to Mr. Cochran ( continued) 
Re: DESIGNATION OF INTERIM 


RECOMMENDATION : 


Associate Director is appointed . (U) 


That th e Director name an interim 

to serve in that capacity until an 





APPROVE 

Director^ 
Assoc. Dir._ 
Dep. AD Adn 
Dep. AD Inv. 





Adm. Serv. 
Crim. Inv._ 

ld£ 
ifitell. 


Laboratory 


Legal Court. 

Plan. & Insp. „ 

Rec Mgnt. 

Tech.$ervs ~<nd/y^ S 
Training ' r 
Public Affs. Off. 



ALL INFOEHATIOM COHTAIHED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 E7 60324 uc baw/sab/cls 


| | - FBIHQ 

A. Official in Charge and Staff 
Director 

Administrative Assistant 

Special Assistant to the Director 

Homer A. Boynton, Jr. Inspector 
Public Affairs Office 

B. Office of Associate Director 

Assistant to the Director - Deputy Associate Director 
Vacant 

Assistant to the Director - Deputy Associate Director 

C. Division Officials 


Assistant Director Nick F. Staines 
Identification Division 

Assistant Director Richard E. Long 
Administrative Services Division 

Assistant Director William L. Bailey 
Records Management Division 

Assistant Director William 0. Cregar 
Intelligence Division 

Assistant Director Donald W. Moore, Jr. 
Criminal Investigative Division 


Appendix 
Date 5/22/79 
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FBI/DOJ 


tr tr tr 



r 


% 





D. 


Assistant Director Bell P. Herndon 
Laboratory Division 

Assistant Director Jay Cochran, Jr. 
Technical Services Division 


Assistant Director John A. Mintz 
Legal Counsel Division 


Team will be supported by essential supervisory, stenographic, 
clerical, administrative, and communications personnel while 
it is operational at FBI Headquarters. Such personnel w ill' 

should 


C 

be available on a more limited scale for[ 

4 X. 4 r _ T * j j i * * . 


it in part be relocated to relocation site at the Federal 
Preparedness Agency (FPA) Special Facility and/or in part or 
in toto to the FBIHQ relocation site. 


b7E 


Appendix 
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- FPA SPECIAL FACILITY 

A * Official in Charge and Staff 
Vacant 

Associate Director 

Administrative Assistant 
B * Division Officials and Staff 
!• Identification Division 


Inspector - Deputy Assistant Director Conrad S. Banner 
2 • Administrative Services Division 

Inspector - Deputy Assistant Director Thomas C. Kelly 
3 . Intelligence Division 

Inspector - Deputy Assistant Director Edward J. O'Malley 
Section Chief Eugene C. Peterson 
Assistant Section Chief 

Unit Chief 1 


4 . Criminal Investigative Division 

Inspector -? Deputy Assistant Director James 0. Ingram 
Section Chief Sebastian S. Mignosa 
Section Chief W. Douglas Gow 

5 • Laboratory Division 

Inspector - Deputy Assistant Director Vacant 


Appendix 
Date 5/22/79 
Page 2 



6 . 


Technical Services Division 


Deputy Assistant Director William A. Bayse 
Emergency Coordinator William G. Courtney 

7 • Legal Counsel Division 


Inspector - Deputy Assistant Director James C. Farrington 
8 • Secretaries for the above officials ; 


C. 


f °^ D fff ctor and 3 of his office staff reserved at 
FPA Special Facility for his possible relocation there. 


Appendix 
Date 5/22/79 
Page 3 



| | ~ FBIHQ RELOCATION SITE 

A. Official in Charge and Staff (2) 

Assistant Director Lee Colwell 
Planning and Inspection Division 

Administrative Assistant 

B. Divisional Officials and Staffs 

1* Identification Division (2) 

J I Fingerprint Technician 

Fingerprint Technician 


2 . ' Training Division 


(27) 


Assistant Director Kenneth E. Joseph 
Inspector-D eputy Assistant Director James D. McKenzie 
1 Admin istrative Assistant 

~1- Division Service Manager 
I Facility Management Officer 

Supervisory Electronics Technician 

Nurse 

Radio Maintenance Technician 

Electrician 
Operating Engineer 
Plumber 

Operating Engineer 

Telephone Operator 
Teleph one Operator 

Teletype Operator 
Teletype Operator 
Teletype Operator 
Injeletype Operator 
Teletype Operator 
.Teletype Operator 
Teletype Operator 
Unit Chief 

l Radio Maintenance Technician 

I Radio Maintenance Technician 

Radio Maintenance Technician 
adio Maintenance Technician 
Radio Maintenance Technician 



Appendix 
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3. 


Administrative Services Division 


( 5 ) 


Inspector-Depu ty Assistant Director L. Clyde Groover 
I ~1 Ad ministrative Assistant 

I 1 Personnel .Officer 

Assistant Section Chief 

Supervisory Clerk (Payroll Matters) 

4. Records Management Division (14) 



Secretary 


CI-1 



Assistant Section Chief 
Unit Chief (UC) 
Supervisor 
UC 

Supervisor 
IUC 


UC 
UC 

Secretary 

Secretary 

Clerk 

Clerk 

Clerk 


Append ix 

bate 5/22/79 
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CI-2 


Cornelius G. Sullivan, Section Chief 

UC 

;, Supervisor 
Secretary 


CI-3 

Russell Jean Gray, Jr.. Section Chief 

I Supervisor 
Secretary 
, UC 

Jr., Supervisor 


6. Criminal Investigative Division (6) 

Inspector-Deputy Assistant Director Francis M. Mullen, Jr. 

I I Assistant Section Chief 

John C. Lawn, Jr., Section Chief 
Edwin J. Sharp , Section Chief 

1 1 Sec re tar y 

| Secretary 

7. Laboratory Division (11) 

I I Assis tant Section Chief 

I UC 

|7~uc 

, Supervisor 

~ I T ranslator 

, Translator 
UC 
UC 

Polygraph Program Coordinator 

Translator 

Translator 


Appendix 
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Technical Services Division 


(24) 


Inspector -Deputy Assistant Director Kier T. Boyd 
William D. Campbell, Section Chief 
John F. Shanlev. Secti on Chief 

1 Supply Management Officer 
trancis E. Torney, Section Chief 


UC 


l Electronics Technician 
~l Hmervisor 


DC 


Communications Manager 
Communications Supervisor 


Communications Operator 
Communications Operator 

Communications Operator 
Communications Operator 
Communications Operator 
Communications Operator 


|Communic a t ions Operator 
Communications Operator 
Electronics Engineer 
Computer Scientist 
Section Chief 


if ae< 

]Clerk 


9. Legal Counsel Division 


I I uc 

10 • Planning and Inspection Division 


( 1 ) 

(4) 


Inspector-Deputy Assistant Director 
Inspect or -Deputy Assistant Director 
Inspector-Denutv Aaaigtant Director 

Secretary 


Charles E. Price 
Marion S. Ramey 
Thomas H. Stoy 


Space for Team I reserved 
relocation there in whole 


at FBIHQ relocation site for 
or in part. 


possible 


Appendix 
Date: 5/Z277F 

Page 7 




1 


UNITES STATES GOVERNMENT 


Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Dep. AD Adm. 

Dep. AD lnv 

Asst. Dir.: 

Adm. Servs a 

Crim. lnv. 

Ident. 

Intel I 


TO 


FROM 


Mr . Bayse 

jf?' 


Laboratory . 


date: 


W. G. Courtney 


7/25/79 

DECLASSIFICATION AUTHORITY DERIVED FROM: 
FBI AUTOMATIC DECLASSIFICATION GUIDE 
DATE 01-27-2012 


Legal Coun. _ 
Plan. & Insp. . 
Rec. Mgnt. . 


Tech. Servs. . 
Training . 


SUBJECT: EVALUATION OF FBIE 



Public Affs. 0» 

Telephone Rm. 

Director's Sec'y 


GENGY 



O PERATING FACILITY TEOF) 

;rppa PPEQ, MteTTsurvey 





.~5 





y ___ - - - - 

Pb^PuBEff To ^submit results of the trapped watei/lsurvey 


conducted at the FBIHQ EOF. 


( 


DETAILS: 


[ 


Attached are two documents, an Engineering 
Analysis and a Shelter A nalysis, provided by 

" ] Shelter Survey Branch, 


ul 31 Corp s of Engineers . These documents reflect the 

I evaluation of the FBIHQ EOF. 


results of 


b6 

b7C 

b7E 


I I was requested to perform a water and 

sewage survey by letter dated 1/31/79. Information con- 
cerning other aspects of the EOF was not solicited. The 


last paragra ph of the Engineering Analysis indicates that 
does not concur with the installation of blast 
doors at the EOF. In A. C. Frank to Mr. Cochran memorandum. 


da ted 8/3/77, it was pointed out that blast overpressure (o p), 


off 


probability, 
op will not [ 
withst and up 


There is a 

according tq > the "Hazard-74" report, that the 


J 


A' L 



to 


fL 


The primary s tructure is rated t o 
according tof~ ' 

ilit^ 


Hazard Evaluation and Vulnerability Reduction 
Division, Defense Civil Preparedness Agency (DCPA), and there 


is a 75% probability the op will not exceed that level. 


Enclosures (2) P"Br 



1 - Mr. Bayse 

1 - W.G. Courtney (sent direct) 


i? :b §r 3) 


t - 

S JUL 3J ig 73 





ClassTTiSd^aRd^xtended by 1445 
Reason for ExtensTorTlE£±M^=^I 1-2. 4. 2 
Date of 


!or 


De class ificafYtm — July 25^1999 
££c£ET 

9*FWG 27 197i uy Savings Bonds Regularly on the Payroll Savings Plan 
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Memorandum W.G. Courtney to Mr. Bayse 
RE: Evaluation of FBIHQ Emergency 

Operating Facility (EOF) 

Trapped Water Survey 


| DC PA, 

during the evaluation of the facility in 1977, aggressively 
encouraged the installation of low level blast doors to 
insure the inte grity of the EO F. In view of the above 
information and | I concession that he has not made 

a detailed blast evaluation, his advice appears to be a 
preliminary opinion and is in conflict with more detailed 
studies performed by DCPA. A recommendation for installation 
of low level blast doors has been made -and is presently in 
the approval process . 

RECOMMENDATION: For information. 


APPROVED: 

Director 

Assoc. Dir. 

Dep. AD Adm. 
Dep. AD Inv. 


Adm. Serv. 
Crim. inv._ 

Ident, 

Intell. 

Laboratory 


Legal Coun. 

Plan. & Insp. " 

Rec. Mgnt. “* 

Tech. Servs. 

Training 

Public Affs. Off. 


bo 

b7C 


2 



*1 


ALL INFORMATION CONTAINED 

HERE IN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc taw/sab/cls 



EXDIRTJj GOVEmWP 


O LInISCI. 


Vo: 


Froru 


Au»ju*»t JL 45 r x'.no 

director, Federal Preparedness Agency 
General Lorvicos Administration 
13 th and F Streets, Forthv'ost 
Fash iny ton, D.C. 

Attention? Director 

Western Virginia Operations Office 
XTA/CwA 

rooD 4203, CL building 

Lillian A. Day go 
A ssistant Director 
Technical Lervicoc Division 


b 

b 


subject? fd i chim: mnccmiuh 



Enclosed for Special Operatllhu Officer art; three 

thotografho and cci-ple ted CLA Force 9033 an d £>030, each 

accocijanied by completed CSh Forn 3202, for ZT /jC- 

I . I tho are being adduct to tno if. I >c£= * 

relocation cadre. Ihe above individuals have "Vor. Locret” 


relocation cadre. ILu abovo individuals have* f, Vop Lee ret 
cl earance based on an 1-tJI background investigation. The date 
of I I c learance is august 21, 1067, revalidated 

January 2, 1070, and | ~| clearance is roi.-ter.ber 12, 

1900, revalidated January 2, 1979. 


]also have “Drecial 


, ,-lco l 

I n toll iy once 11 (bi ) clearance. Vio da tc off , 

clearance i s December 5, 1972, updated August if, 1970, and 


Assoc. Dir. 

Dep. AD Adm. 
Dep. AD Inv. . 
Asst. Dir.: 

Adm. Servs. 

Crim; Inv. 

Ident. 

Intel! 

Laboratory 

Legal Coun. _ 
Plan. & Insp. . 

Rec. Mgnt. 

Tech. Servs. 

Training 

Public Affs. Off. 
Telephone Rm 
Director's jtac'jr. 


Dnclosuro s (14) 


clearance is boptenber 20, MW ^ k ^ _>■ 

I /iffy *nc I i zrssmtsm. -2 -“S 

t in requested that^oadges Vor^FFa Li ecoTal /N 

y 


It in requested 
Facility bo issued to then 


» CMOi!*, 


8SO AUG IS 1979 
£ * 

2 - Executive Director, FIA/CDA — 

Attentions Special Operations Officer 
Dook 4209, CD building 

66-17381 


'v v J ^ 
■<fl- l v 





(sent direct) 


SEE NOTE *-PAGE 2. 


FBI/ DOJ 



Director, Federal Preparedness Agency 
General Services Administration 


NOTE : In the event of a national em ergency requiring 

reloc ation of Government operations, I I 

I l have been designated to relocate to the consolidated 
Government facility operated by FPA. A special pass issued 
by FPA is necessary to gain admittance to this facility. 



ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc bsw/sab/cls 




sjXDSpit gpVEE^ ,, ~ 1 ' 


Date: 

To: 


June 6, 1979 



From: 


Executive Director, FPA/G8A 
Room 4209, GS Building 
18th and F Streets, Northwest 
Washington, D. C. 20405 


Attention: Special Operations Officer 

Jay Cochran, Jr* 

Assistant Director FBI 
Technical Services Division 



V 


Subject^ FBI CADRE PERSONNEL 


To assist you in updating your records, this is 
to advise Mr. Thomas C. Kelly, who is assigned to the FBI 
relocation cadre, received Si clearance on April 20, 1979* 


U ' 1 


/ 






66-17381 
DIM (4) 
NOTE: 




’579 


Mr. Kelly did not have SI clearance at the time 
his Special Facility pass was requested. Information 
required by FPA is being furnished at this time. 


b6 

b7C 



Cl 


C, 





•$ 


Assoc. Dir. 

Dep. AD Adm. . 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv. 

Ident. 

Intel! . 

Laboratory 

Legal Coun. 

Plan. & Insp. _ 

Rec, Mgnt. 

Tech. Servs. _ 
Training . 


Public Affs. Off 

Telephone Rm. 
Director's Sec’y 


■gisffBS*/ 






FBl/DOJ 


r 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc bsw/sab/cls 




i* 




UNITED STATES GOVERNMENT 

Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Assoc. Dir. 

Dep. AD Adm, 
Dep. AD Inv. _ 
Asst. Dir.: 

Adm. Servs. 

Crim. Inv.*i 

Ident. 

Intel!.. 


FROM 


Mr. Bayse 

W. G. Courtney 't 


date: 


8/13/79 




subject: % pj^BBR_Q Fj ~ ~| 

yr*FEDERAL_EMERGENGY -MANAGEMENT AGENCY _ (FEMA ) 
* j^%PECJAL_FACILITY _ __ 

^'Emerge^cy^elans^,, - /~\ /P / 


Laboratory _ 

Legal Coun. . 

Plan. & Insp. 

Rec. Mgnt 
Tech. Servs 
Training 
Public Affs. Off. , 

Telephone Rm. b7 E 

Director's Sec'y 


- - — 



Re A.C. Frank to Mr. Cochran me morandum dated 
6/9/78, c aptioned "Realignment of Cadre of|^ 

I I FPA Special Facility, Buplans." 

PURPOSE : To submit for approval the assignment of Spec ial 

Agent Thomas Walczykowski to the cadre of the I 
which is to relocate to the FEMA Special Facility in— 1 the 
event of a national emergency. f /b. 


IZ 3 


DETAILS: Rememo established the policy that when personnel 


are recommended foVv. assignment to the cadre of the 
the recommendation'll to be approved by the team 



[ 


transfer 


leader, currently Executive ..Assistant /Director Lee Colwell... 

QP-/7S?/- 

Special Agent William G. v ^Courtn'ey / is under 
to the Jacksonville Field Office and is being replaced, by 
Special Agent Thomas Walczykowsk i as the FBI Emergency 
Coordinator. As a member of the | | SA Walczykowski 

will be available to the team leader to furnish advice and 
information concerning field office relocation and emergency 
operations during a national emergency. 


RECOMMENDATION : 


the Cadre of £ 


That Executive Assistant 
approve SA Thomas Walczykowski 

1 


Direct^ C^ell 
owski as a° member 3 'of 



// 



Colwell 

Boynton 

alczykowski 


APPROVED: 

Director 
Assoc. Di 
Dep. AD A^ 
Dep. AD Inv. 


Adm. Serv. 
Crim. Inv. 



. Ident. 
iHnte'l. ’ 


Laboratory 


Legal Coun. 
Plan. & Insp. 
Rec. Mgnt. 
Tech. Servs. 
Training 


Public Affs. Off. 


r S:bjOf4) 

— ^ »-yQ B UV U.S. Savings Bonds Regularly on the Payroll Savings Plan 
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IGNITE® STATES GOVERNMENT 

Memorandum 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


TO I : 

k 


fro: 


subject: 


(U) 



Mr. Bayse 




date: 


8/24/79 



T. Waj,czykowski 
RELOCA TION OF THE_ DIRECT OR*^ 

EHEKGEfoCY plans ~ 


DECLASSIFICATION AUTHORITY DERIVED FROM: 
FEI AUTOMATIC DECLASSIFICATION GUIDE 
DATE Q1-27-Z012 





Exec AD Adm. 
Exec AD IrfvTi. 
Exec AD LES 
Asst^Dir.: 
Adm.'$ervs.. 
Crim. Inv. _ 

Ident. 

Intel!. 


Laboratory 

Legal Coun. 

Plan. & Insp. 

Rec. Mgnt. 


Tech. Servs£pl2ij 
Training 


Public Affs. Off. — 

Telephone Rm. 

Director's Sec'y — 


All information contained herein is unclassified 
except as otherwise noted. 

PURPOSE : To advise of the procedures established for 

rendering assistance to the Director in the 
event FBI Headquarters operations must be moved from 
Washington, D.C. during time of national emergency. 

SYNOPSIS : In case of national emergency, the Director 

will be so notified by a senior official during 
duty hours, or by the Criminal Investigative Division's Night 
Supervisor, during nonduty hours. During duty hours, the 
Director will be assisted from his office for possible travel 
to the Federal Emergency Management Agency (FEMA) consolidated, 
Government facility by Special Agent (SA) Thomas J. 

Harrington. During nonduty hours he will be assisted by 
William A. Harwood, Jr.; SA Felix T. Holt; night, midnight ,"”or 
weekend supervisors located in the night duty supervisor's 
office. Criminal Investigative Division, or duty Agent, Wash- 
ington Field Office. If desired by the Director, assistance 
will be provided for his family by SAs Paul N. Verzi and/or 
Allison C. Semmes . 




1 - Mr. Colwell 

1 - Mr. Boynton 

1 - Mr. Moore (Rm 5012) 

1 - Mr. Mullen (Rm 3012) 

1 - Mr. Bayse 

1 - T.J. Harrington (Rm 7222) 


DES :bj 



1 - R.J. Bruemmer 
1 - M.F. Devine 
1 - W . A. Harwood (Rm 5437) 

1 - F.T. Holt (Rm 5210) 

1 - T. Walczykowski (sent 

direct) 





S SEP 12J979 » 


ification • AugusT~~24-r-L£a9u_ 

fA 
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Memorandum W.G. Courtney to Mr. Bayse 
RE: Relocation of the Director 

Emergency Plans 


RECOMMENDATION : For information and approval of the Director. 



Adm. v. rv. 
Crim. inv._ 

Ident. 

Intel!. 

Laboratory _ 


Legal Coun. 

Plan. & insp. ~ 

Rec. Mgnt . 

Tech. Servs. 

Training 
Public Affs. Off. 


DETAILS : Arrangements have been made to receive warning 

information from a number of sources. Information 
concerning a national emergency so received will be authen- 
ticated prior to notification of FBI officials. 

In the event of a national emergency, the Director 
will be notified during duty hours by the Executive Assistant 
Director - Administration, or in his absence, either of the 
two other Executive Assistant Directors. Should those 
officials not be available, the Assistant Director of the 
Technical Services Division will notify the Director. During 
nonduty hours the Night Supervisor, Criminal Investigative 
Division, will assume the responsibility for notifying the 
Director. 


Should the President direct movement of top 
Government officials, arrangements have been made to render 
assistance to the Director in traveling to the consolidated 
Government facility operated by the FEMA or to the, FBI Head- 
quarters relocation site. During duty hours, the Director 
will be assisted from his office by SA Thomas J. Harrington, 

to his official automobile for possible travel to the FEMA 

site, to the FBI Headquarters relocation site, or to the l I 

| ~| the location of which w ill be furnished by 

FEMA with the notification for evacuation. | ~ 

will transport the Director and other Federal agency officials 
to the FEMA facility. ^££<5^ 

(U) 




1 



Memorandum W.G. Courtney to Mr. Bayse 
RE: Relocation of the Director 

Emergency Plans 


During nonduty hours, the Director will be taken to 

his relocation sit e by automobile unless notification is 

received from FEMA | 

If his official automobile is not available at the time, the 
following FBI personnel are prepared to assist the Director by 
FBI or personal automobile to a relocation site: 


Night, Midnight, or weekend Super ivors 
located in the night duty supervisor's office, 
Criminal Investigative Division. 

Special Agent on duty 
Washington Field Office 
Telephone: 252-7801 

WFO is presently aware of their responsibility to 
provide, alternate transportation of the Director if called 
upon. 


b6 

b7C 

b7E 


If desired by the Director, assistance for his 
family, while present in the Washington, D.C., area, will be 
provided. This assistance will involve transporting the 
family members bv automobile to accomodations in the vicinity 


X 


b7E 
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Memorandum W.G. Courtney to Mr. Bayse 
RE: Relocation of the Director 

Emergency Plans 




Ihe following Special Agents assigned to the 
Washington Field Office will handle the above responsibilities: 


b6 

b7C 


When not in the Washington, D.C., area, it will 
be th.e responsibility of ( the Special Agent in Charge of the 
territory in which the Director is located to provide assis- 
tance for his relocation in the event of a national emerency. 
Instructions concerning assistance to the Director and his 
family have been furnished to all field offices for incorpor- 
ation in their emergency planning documents. 
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Assoc, Dir, 

Dep. AD Adm. . 
Dep. AD Inv, _ 
Asst, Dir.: 

Adm. Servs. 

Crim; Inv. 

Ident. 

Intel!; 


Laboratory 

Legal Coun. _ 
Plan. & Insp. . 

Rec. Mgnt. 

Tech. Servs. _ 
Training . 


Public Affs. Off. . 

Telephone Rm. 

Director's Sec'y . 

8 b OCT 


•• 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 


federal government 


BY LIAISON 


Date: 


To; 


September 11 , 1979 


Director 

Federal Emergency Management Agency 
18th and F Streets, Northwest 
Washington, D.C. 


Attention: 


Director 

Western Virginia Operations Office 
FEMA 

Room 4203, GS Building 


From : 


Subject: 


William A. Bayse 
Assistant Director 
Technical Services Division 



•FBJ«CALRE PERSONNEL 

Os 


■l 


Please' delete the name of Mr. John J. McDermott 
from the list of cadre personnel of this Bureau. His special 
badge has been returned to Federal Emergency Management 
Ayency ( FEMA ) Acting Security Officer. 


A 




Enclosed for Acting Security Officer are three 
photographs and completed GSA Forms 9033 and 9038, each 
accompanied by completed CSA Form 3292, for Mr. William L. 

Colwell, who is being added to the FBI relocation cadre. 

Mr. Colwell has "Top Secret" clearance based on an FBI back- 
ground investigation. The date of Mr. Colwell's clearance is 
July 13, 1959, revalidated January 2, 1979. lie also has 
"Special Intelligence" (SI) clearance. The date of this ^ ^ 

clearance is February 14, 1977. / , ~~ 


n . t-i i « . « . 


It is requested that a badge for FEM A^Spec i a J, yj 
Facility be issued to him. 

Enclosures (7) 

2 - Acting Security Officer, FEMA 

Attention: Special Operations Officer 

Room 4209, GS Building 


66-17381 



1 - 


| (sent direct) 
DFS:bjfcK6) / , 

o 79 


SEE MOTE PACE 2. 


PE'BS. BEC, UNIT 



Director, Federal Preparedness Agency 
General Services Administration 


NOTE : In the event of a national emergency requiring 

relocation of Government operations, Mr. Colwell has been 
designated to relocate to the consolidated Government 
facility operated by FEMA. A special pass issued by FEMA is 
necessary to gain admittance to this facility. 




UNITED STATES GOVERNMENT 

Memorandum 

\1 




TO : Mr. W. O. CregarV^ - 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


date: 9 / 25/79 


>/ ALL IHFOKHATION C OBTAINED 

: g. W. Pangburn hekiih is unclassified 

I DATE 01-27-2012 BY 60324 uc Iw/saB/cls 

§Objec^cADRE OF' 


.^flM S'AL E MERGENCY MANAGEMENT^AGENCX ( FEMA) 

/^•HRETiiAL facility' y\ ^ 

5 . F6rV*4 

Re A. C. Frank to Mr. Co chran memorandum dated 
captioned "Realignment of Cadre of 
Special Facility, Buplans." 

PURPOSE : 


Dep. AD Inv. 

Asst. Dir.: 

Adm. Servs. 

Crim. Inv^ 
ident, 

Intel I, 

Laboratory 
Legal Coun. _ 
Plan. & Insp. 

Rec. Mgnt. 

Tech. Servs. . 
Training . 





Public Affs. OH 

Telephone Rm. 

Director’s Sec’y 



6 / 9 / 78 , 
FPA 


b 7 E 


To submit for approval the assiqnme 
James E. Nolan to the cadre of thef 


r 


of Section Chief 
which is to relocate 


to the FEMA Special Facility in the event of a national emergency 


RECOMMENDATION: 


That Executive Assistant Director Colw ell approve Sectio n 
Chief Ja mes E. Nolan as a member of the Cadre of I I 


V 


Adm. Serv* 
Crim. friv. 



LegaSCom. _ 
Ran. & Insp/ 
Rec. Mgnt. 
Tech. Servs. 
Trsrang 
PiifcwC OX 



APPROVH): 

Elector 

Exec. AD-Ai 
Exec. AMrcvJ 
Exec, ADZES'* 


DETAILS : 

Rememo established the policy that w hen personnel are 
recommended for assignment to the cadre of the l ~| the 

recommendation is to be approved by the team leader, currently 
Executive Assistant Director *L£ei Colwell. ^ 

u is&M 

Section Chief Eugene C. Peterson has retirea and is being 
replaced in Section One of the Intelligence Division by Section Chief 
James E. Nolan. ‘•saa**, 

hv 

Colwell 
E. Nolan, Jr. 

O. Cregar 
,W. Pangburn 


FBI/ DOJ 



Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan 






ALL INFO FUAT I ON CONTAINED 

HEREIN 15 UNCLASSIFIED 

DATE 01-27-2012 BY 60324 uc baw/sab/cls 




BY LIAISON 


m 


From: 


f Date: October 16, 1979 

-i To: Director 

J Federal Emergency Management Agency 

18th and F Streets, Northwest 
Washington, D.C. 

FEDERAL Q0VEBHKEH1 

Attention: Director , 

Western Virginia Operations Office A 
FEMA ,-j MS 

Room 4203, GS Building yjr S 

From: William A. Bayse I [js Afl 

< ( Assistant Director . ^>s 

STechnical Services Division v W A' 

/ V x 

ERL (^pRE_RERS.ONNEL 7 ) 

^^ijplfuOs ' /^<6rH u* Xs \^^ 

Enclosed for Acting Security Officer are three 
photographs and completed GSA Forms 9033 and 9038, each 

L accompanied by completed GSA Form 3292, for Mr. James E. 

Is Nola tu. Jr._, who is being added to the FBI relocation cadre . 

V Mr. Nolan has "Top Secret" clearance based on an FBI 
l» , vbackground investigation. The date of Mr. Nolan's clearance 
is June 16, 1958, revalidated January 2, 1979. He also has 
"Special Intelligence" (SI) clearance. The date of this 
clearance is August 30, 1978. 

It is requested that a badge for FEMA Special 
Facility be issued to him. 

To assist you in updating your records, this 
is to advise that Mr. Thomas Walczykowski , who is assigned 
to the FBI relocation cadre, received SI clearance otT 
September 28, 1979. ^ j'~ '} 


Enclosures (7) 


APPROVED: 


Director 

2 - Acting Security Officer, FEMA Exec. AD-inv. _ 

Room 4209, GS Building go. ad-Ss 


Adm. Serv. . 
Crim. lnv. 

Ident. . 

Intell. 

Laboratory t 


Legal Coun. ... — 

Plan. & Insp. 

Bee. Mgnt.___^ i 

Tech. Ser 

Training l . — 

J&blic Alts. Off* 


66-17381 


sent direct) 


5 ^ lp[o 


:bjl; (> (6) 


SEE NOTE PAGE 2. 


Directors $ec’|j . 

c » y 


asO y ? 


MAIL ROOM U 
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Director , rederal Emergency Danageroent Agency 


MOTE: Mr. Kolan has been designated to relocate to the 

consolidated Government facility, operated by FEMA, in the 
event of a national emergency requiring relocation of Govern- 
ment operations. A special pass issued by FEIIA is necessary 
to gain admittance to this facility. Mr. Walczykowski did 
not have SI clearance at the time his Special Facility pass 
was requested and that information is being submitted at this 
time. 


2 


